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INDEX OF EQUIPMENT 


ARTICLE PAGE 
Aerators 1. 


Agitators or Circulators, 


Milk Cooler 1 
Air Burshes i 
Alarms, Burglar 1-2 
Alarms, Fire a 
Alarms, Temperature 2 
Babcock Testers 5 
Band Saws 48 
Battery Brooders 5~) 
Belt Sanders Gl 
Bench Saws 18 
Boilers, Electric ve 
Bottle Washers Oe, 
Brooders, Battery 3-4 
Brooders, Canopy y 
Brooder Thermostats ° 53 
Buffers Zi, 
Burglar Alarms 1-2 
Burr Mill Feed Grinder 24 
Cable, Soil Heating pe) 
Candlers, Egg 16 
Canopy Brooders h 
Churns pile 
Circulating Pumps 38-39 
Cleaners, Egg 6 
Cleaners, Fruit and 

Vegetable 6 
Cleaners & Graders, . 

Grain & Seed 6 
Clippers, Animal 6 
Clippers, Hedge fi 
Coal Stokers =) 5 
Combination Water Heater 

& Sterilizer et 
Compressors, Refrigeration 7-8 
Concrete Mixers iowa 
Controls, Motor 8-10 
Controls, Pressure 10 
Controls, Temperature 10-L1 
Coolers, Milk ii=W2 
Coolers, Walk-in ure 
Corn Shellers 13 
Cream Separators H Ee 
Cutters, Ensilage 14h 
Cutters, Root 14 
Cutters, Small Feed 14 
Dairy Sterilizers ok 
Dairy Water Heaters 26 
Deep Well Pumps 39-0 


ARTICLE 


Disk Sanders . 
Drills, Portable 
Drill Presses 

Dusters 

Eg@ Candlers & Graders 
Eeg Cleaners 

Ejector Pumps 

Electric Fence 
Klevators 

fnsilage Cutters 

Fans, Portable 

Fans, Ventilatnhg 

Feed Cutters, Small 
Feed Grinders, Burr Type 


= 
i - a. ry a . 
Fences,. Electric 
Fire Alarms 


Trait & Vegetable Cleaners 


» Vegetable 
Grain Cleaners & Graders 


Grinders, Tool — 
Hammer Mill Feed Grinders 
Hay Hoists 

Heaters, Dairy Water 
Heaters, Poultry Water 
Heaters, Stock Tank 
Heating Cable, Soil 
Hoists, Electric 
Hoists, Hay 
Tneubators 
Insecticide Mixer 
Insect Killers 
Trons, Soldering 
Trvigation Equipment 
Irrigation Pumps 
Jet Fumps 

Jig Saws 

Jointers 

Lathes, Wood 

Lawn Mowers 
Machines, Milking 
Machines, Threshing 
Milk Coolers 
Milking Machines 
Milk Pumps 


ARTICLE 


Mixers, Concrete 
Mixers, Feed 
Mixers, Insecticide 
Motor Controls 


eet 
OL. 
41 
8-10 


Motors, Fractional Horsepower 52- - 34, 


MObore, ‘One Hy. By & Over 
Mowers, Electric 

Oil Burners 

Paint Sprayers 

Poultry Semi-Scalders 
Poultry Water Warmer 
Poultry Waxer 
Poultry-Wax Remelter 
Pressure Controls 
Pressure System, Water 
Pumps, Circulating 
Pumps, Deep Well 

Pumps, Ejector 

Pumps, Irrigation 

Pump, Jacke 

Pumps, Milk 

Pumps, Shallow Well 
Refrigeration Compressors 
Refrigerators, Commercial 
Refrigerators, Walk-in 
Refrigerators, Wet & Dry 
Root Cutters 

Sanders, Belt & Disk 
Sews, Band 

Saws, Bench 

Saws, Jig 

Saws, Portable Hand 
paws, Wood 
Semi-~Scalders, Poultry 
Separators, Cream 
Shallow Well Pumps 
Shapers 


ARTICLE, 
Shellers, Corn 
Sirens 
Soil Heating Cable 
Soil Heating Thermostats 
Soldering Irons 
Sprayers 
Sterilizers, Dairy 
Stock Tank Heaters 
Stokers, Coal 
Tank Heater, Stock 
Temperature Alarms 
Temperature Controls 
Testers, Babcock 
Testers, Lge 
Thermostats, Brooder 
Thermostats, Soil 
Threshing Machines 
Time Switches 
Vegetable Cleaners 
Vegetable Graders 
Vegetable “Tying Machines 
Vegetable Washers 
Ventilating Fans 
Walk-in Coolers 
Washers, Bottle 
Washers, Fruit 
Washers, Vegetable 
Water Heater & Sterilizer 
Combination 
Water Heater, Dairy 
Water Pressure Systems 
Waxer, Poultry 
Wax Remelter, Poultry 
Welders 
Wood Saws 


MAN UF AOS Re RS 


Oa! 


‘Electrically Operated Farm Equipment 


(Home Appliances are not included) 


Description 


AERATORS ~ 


“NO. Of "Length or Capacity 
‘Tubes Tubes Ins. Gal/hr._ 


16 36 138 

12 i €ereoL 100 

16 wis-56 62-138 
16 50-70 

16-36 18-96 40-450 
ro © 18-36 62-138 
16 18-36 


Type of Motor 
Drive . ; Equip. 
Direct Yes 
‘Direct MmhYEes 
Direct Yes 


ATR BRUSHES 
Capacity of . 


Container H.P. Compressor 

eqtess. gat.) Sts 

eats i-5 Yes 

L qt.-60 gal. i~ 2 Yes 

1 qgt.-50 gal, @=-5 Yes & No 
iL on, yvesta NO 


1 qt.-10 gal. 


ALARMS, . BURGLAR 
Open and closed circu 


38-112 — 


its 


Manufacturer 


Cherry-Burrell Corps, Chicago, Ill. 
The Creamery Package Mfg. Co., Chicago, 
SAAN 

Esco Cabinet Co., West Chester, Pa. 
International Harvester Co., Chicago, Ill. 
The hk. A. Kaestner Co., Baltimore, Md. 
Vietor Products Corp., Hagerstown, Md. 
Wilson Cabinet Corp.e, Smyrna, Del. 


eee ee a eee 


Hose 
Yes 


Yes 
Yes 


Beverage Engr. & Iiquipe CO-, Cleveland, 
Ohio 

Esco Cabinet Co., West Chester, Pa. 

Everite Pump & Mfg. Co., Lancaster, Pa. 

Victor Products Corp., Hagerstown, Md. 


Binks Mfg, Co., Chicago, Ill, 
Creamery Pkg. Mfg. Co., Chicago, Ill. 
Dayton Pump & Mfg. Co., Dayton, Ohio 
DeVilbiss Co., Toledo, Ohio 


Yes & No Eclipse Air Brush Co., Newark, N. J. 
Yes & No filectric Sprayit Co., Milwaukee, Wis. 


Open circuit (Comb. Burg. & Fire) 


Field Force Pump Co., Himira, N. Y,y 
National Electric Tool. Cow, Citeaco, Ti. 


Auth Elec. Specialty Co., Inc., New York, 
Ne ie 

Bellman Burglar & Fire Alarm Co., 
Rockford, Ill. 


Description 


ALARMS, BURGLAR (Continued) 


Open and closed circuit 


Open and closed circuit. 
ea rcuit 
circuit 


Open and closed 

Open and closed 

Closed circuit 

Open and closed circuit 

Burg. alarm which sounds when elec. 
fence is grounded 

Closed circuit using photo-élec. 
cell 


ALARMS, FIRE 
Open and closed circuit 


Open circuit (Comb. burg. & fire) 


Open and closed circuit 
' Closed circuit 

Closed circuit | 

Closed circuit 
Thermostats and signals 
Signals and relays 


Sirens 


ALARMS TEMPERATURE 


Open and closed circuits 
Open circuit 


Manufacturer 


Cleverly Elec. Works, Ine., Philadelphia, 
Pa&e 

Connecticut Telephone & Elec. Corp., 
Meriden, Conn, 

Edwards & CO., Norwalk, Conn. 

Guardian Elec. Mfg. Co., Chicago, [ll. 

Liberty Bell Mfg. Co., Minerva, Ohio 

Lyon Rural Elec. Co., San Diego, Calif. 

Midnight Alarm System, Cincinnati, Qhio 

Partrick & Wilkins Co., Philadelphis, Pa. 

Richards-Electro Fence Co., Payette, Idaho 


Teletouch Corp., New York, N. Y. 


Ward-Leonard Elec. Co., Mt. Vernon, N. Y- 


Auth Elec. Specialty Co., Inc., New York, 
Ne x. “a 

Beacon Steel Products, Westminister, Md. 

Bellman Burglar & Fire Alarm Co., 
ROCRUG TU leis 

Connecticut Telephone & Elec. Co., 
Meriden, Conn. 

Edwards & Co., Norwalk, Conn. 

Guardian Elec. Nifg..Co., Chicago sul). 

Lyon Rural Electric.Co., San Diego, Calif. 

Midnight Alerm System, Cincinnati, Ohio 

National Time & Signal Corp., Detroit, 
Mich. 

Partrick & Wilkins Co., Philadelphie, Pa. 

HoaM oSneere Cos, souincey, tie 

Signal Nng. & Mfg. Co., New York, N. Y. 

The Sterling Siren Fire Alarm -Co., Ine., 
Rochester, Ne Ys 


Beacon Steel Products, Westminster, Md. 
Brower Mfg. Co,, Quincy, lll. 

Guardian Hlec. Mfe. Co. Chicago. 1a), 
Lyon Rural Elec. Co., San Diego, Calif. 
Oakes Mfg. Cosinee, Tiptoss End, 

Penn iilec. Switch Co., Goshen, Ind. 

H. M. Sheer Co., Quwiney, Roe EAL 
Ward-Leonard Elec. Co., Mt. Vernon, N. Y. 


4 


Description 


BABCOCK TESTERS 


Type of Capacity 
Drive (bottles) 


Direct 12 & 24 


Direct 4-56 


Height 
(bottles) 


Motor 


Equipe 


Manufacturer 


Cherry-Burrell Corp., Cincinnati, Ohio 

the Creamery Package Mfg. Co., Chicago, 
ps 

Jalco Motor Co., Union City, Ind. 

Manning Mfg. Co., Rutland, Vermont 


BOILERS , ELECTRICALLY HEATED & STRAN 
Element — 


ae eee 


Type oC He Pe 
Tank 
Horiz. 1/6-10 


Vertical 


Ke We 


12-100 “Acr 


mY imm. Acme Elec. Co., Berkley, Calif. 


S202 "Chromalox" Commonwealth Elec. ure *, CO., Boston, 
Immersion Masse 


BROODERS, BATTERY 


Capacity 


1 week 


1000-1650 

50-400 (Types for 
ages) 

Chicks to broilers 


area 


7200-11550 
8 lle 


200-1000 (Patented ° 


contact heater) 


Chicks to broilers - 


50-625 
1 to 5 decks 
100/deck: 


390/deck 
200-250/deck 


150/deck 
50-800 
600-1200 
60-350 


1 or,6 units 


864/deck 
1080/deck 


2592/deck 


1092/deck 


787-8630 
400-2400 


475/deck 


_ 


Hynes Blec. Heeting Co., Philadelphia, Pa. 

International Eng. Works, Inc., 
Fermington, Mass. 

Pacific Power & Light Co., Walla Walla, 


Wash. 
Wesix Elec. Heater Co., San Francisco, 
aS 
Val reat s 


American Elec. Incubator Co., New 
Brunswick, N. Je 

Anderson Box CoO., Indianapolis, Ind. 

Beacon Steel Products Co., Westminster, 


Brower Mfg. Co., Quincy, Ill. 
Buckeye Incubator Co., Springfield, Ohio 


Buffalo Incubator Co., Buffalo, N. ¥. 
Cyclone Mfg. Co., Urbana, Ind. 
Flectroweld Corp., Chicago, Ill. 
Hawkins Million Dollar Hen, Inc., 
Mt. Vernon, ill. 
H. D.. Mudson Mts. Co., Unicaro, 111. 
James Mfg. Co., Ft. Atkinson, Wis. 
Lyon Rural Elec. Co., San Diego, eee 
Makomb Steel Products Co., Macomb, Ill. 
National Elec. Appliance Co., Cleveland, 
Ohio 
Oakes Mre. CO., Tipton, Tuna’ 
Petersiime Incubator Co., Gettysburg, Ohio 
Reliable Incubator & Prooder Co., Quincy, 
pe 
Royal Mfe. Co., Bowling Green, Ohio 


Description 


BROODERS, BATTERY (Continued) 


Capacity 
1. week 
300 
100-1650 


Area 

Ode culls 
0120 
720-11550 


7/chick 


BROODERS , CANOPY 


Capacity Sa. ‘Thee Ineo Shape 
a L week .per Chick jated 
150-500 5.6 Yes (©) 
75-600 4.2 No opis 
25-500 i No 
85-500 +7 No esi Cats SPs 
85-185 te No 4 
150-500 9-10 No es 
125-500 6 No ee 
265-500 7 PSS Ot eed ca 
50-400 No C2 hee 
200-500 Yes C 
50-500 v No Corer 
125-500 7 yes Niece 
75-500 c YOSe Cy. peed 
85-385 7 A Ae gee Uy 
100-1000 4-6 Some - 
MMOCG iS.) at 
100-500 7 i otes lex 
500-1000 5 Yes rae 
125-1000 4.2 Yes covet is 
500-500 7 Yes Ty mesa 
500-500 6 Yes 5 oh 
130-350 
3D0 i Yes ir 
200-500 7 PEST eR sxasrer mA LEG 
100-400 (Brooding house and sun 
porch with heater) 
£00,500, 
2) LOGO 4,6,8' hovers © 


Manufacturer 


Sauer Brothers, San Leandro, Calif. 

He Me. Sheer Con, Quincey. lei. 

Shenandoah Equipment Corp., Harrisonburg, 
Vae 

Warner Brooder & Appliance Corp., North 


Manchester, Inc. 


American Elec. Incubator Co., New 
Brunswick, N. ; 

Anderson Box Co., “inane Ind. 

Beacon Steel Products Co., Westminster, 
Md. 

Belle City Incubator Co., Racine, Wis. 

Brower Mfg. Co., Quincy, dai. 

Buckeye Incubator Co., Springfield, Ohio 

Buffalo Incubator Co.,, Buffalo, N. Vv. 

Cyclone Mfg. Co., Urbana, Ind. 

Hawkins Million Dollar Hen, Inc., Mt. 
Vernon ,aedeiee 

Hs D. Hudson Mig, Co... Ghicaco 111 

James Mfg. Co., Ft. Atkinson, Wis. 

Lyon Rural Elec. Co., San Diego, Calif, 

Makomb Steel Products Co., Macomb, Ill. 

Martel Mfg. Co., Martel, Ohio 

National Elec. Appliance Co., Cleveland, 
Ohio 

Oakes Mfg. Co., Tipton, Ind. 

Reliable Incubator & Brooder Co., Quincy, 
ganas | 

Royal Mfg. Co., Bowling Green, Ohio 

ot. Helens Mfg. Co., Centralia, Wash. 

Sauer Bros., San Leandro, Calif. 

H. M. Sheer Cosy Quincy, ie 

Shenandoah Equipment Corp., Harrisonburg, 
Va. 

Wellington .V. Smith Co., Cleveland, Ohio 

Trumbull Elec. Mfg. Co., Plainville, Conn, 

Warner Brooder & Appliance Corp., North 
Manchester, Ind. 

Winn Brooder Co., 


’ 


_Fitzgerald, Ga. 


A. Re. Wood Mfg. Co,, Santa Cruz, Calif. 


BUFFERS 
Type of H. P. Motor Type 
Drive Equip. pale « | 
Direct <=-1 Yes Portable, Black & Decker Mfg. Co., Towson, Md. 
stand & bench 
Direct el Yes Bench Brown-Brockmeyer Co., Dayton, Ohio 
Dai? OPisszon yy Yes Pedestal Cincinnati Elec. Tool Co., Cincinnati, Ohio 
Belt 
Belo > No Bench & Ped, ClizbeBros. Mfg. Cox!,. Plymouth, Ind. 
Deere & Co.,:Moline, Ill. 
Belt } No Bench — Delta Mfg. Co., Milwaukee, Wis. 
Direct 4-3 Bench Diehl Mfg. Co., Elizabethport, N. J. 
Direct 1/8-1/6 Bench Dumore Co., Racine, Wis. 
Direct 1/12-l1sYes Bench Electric Specialty Co., Stamford, Conn. 
Fritzgerald Mfg. Co., Torrington, Conn. 
Direct 1/20 Yes Bench Hamilton Beach Co., Racine, Wis. 
Direct 4-10 Yes Bench & Stand Hisey-Wolf Machine Co., Cincinnati, Ohio 
Direct #-25 Yes Bench & Stand 
Direct #+2 es Portable 
Direct Yes Bench Luther Grinder & Tool Co., Milwaukee, Wis. 
Flex. 
Shaft 5-3 Yes Portable Ma li eioori ge. SC mn icH eo .- deel 
Direct #-g Yes Bench Millers Falls Co., Greenfiéld, Mass. 
Direct #-6 Yes Bench Milwaukee Blec. Tool Co., Milwaukee, Wis. 
Direct Yes Portable The Nedco Co., Waltham, Mass. 


Portable comb. drill ete. Paramount Products Co., New York, N. Y. 
Direct = Yes Bench Reynolds Elec. Co., Chicago, 111. 
Direct 4-$ Yes Bench © Speedway Mfg. Co., Cicero, Ill. 
Direct 5-10 Yes Bench & Ped. The Standard Elec. Tool Co., Cincinnati, 
_ Ohio 

Direcy +1 Yes Bench Stanley Elec. Tool Div., New Britain, Conn. 
Piexs, - 1/8=10 Yes Suspended & Stow Mfg. Co., Inc., Binghamton, N. Y. 
Shaft Portable aa 
Direcr The U. S. Elec. Tool Co., Cincinnati, Ohio 
& Belt 

Walker Turnér Co., Inc., Pleinfiela, Na ve 

-Yates-American Machine Co., Beloit, Wis. 

CHURNS ~ 
Tepeeotr Hear. (Motor Capacity 
Drive = -Roulp. 
Direct 1/20 Yes Fits 2-6 gal. Alabama Mfg. Co., Birmingham, Ala. 
jar 

Direct 1/20 Yes A. N. Brown Son & Co., McDonough, Ga. 
Belt 1/3-$ yes 17-50 gal.bbl. Cherry-Burrell Corp., Chicago, It1. 


Small Barrel & Commer. size churns The Creamery Package Mfg. Co., Chicago, Ill. . 


Belt 1/8-% Yes'& No 2-10 gal. Dazey Churn & Mfg. Coe, St. Louis, Mo. 
j . DeLaval Separator Co., New York, N. Y. 
Direct 1/158 J¥es 2-6 gal. jar. Handy Appliance Mfg. Co., Albertville, Ala. 


International Eng. Works, Inc., 
Framingham, Mass, 


i 
Oo 
J 


Description 


CHURNS (Continued) 


LYDG, OF PHS PS Motor Capacity 


Drive Equipe 
Belt + No 6-100 gal. 


Dir. & 1445. Yes 


Belt 
Belt Witens Ye8S-.: 8225 gal. 
Relt a Yes. 3-50 gal. 


. CLEANER, EGG 
6-36 egg capacity 


CLEANERS, FRUIT £ND VEGE STABLE 


Capacity, 4H. He Pe 
 Bu/hr. 


60-300 $3, 
100-300 3-74 
100 


_ CLEANERS AND 
Capacity He Pe 
Bu/hr. 

S0=1205 21. 8-3, 


50-350 tg 
10-50 No Motor 


20-120 


CLIPPERS, ANIMAL 


Type of Type of 
Drive | Motor 


Direct Universal 


GRADERS , GRAIN 


Screens 
15 


ae 


Lie 


Type of 
jead 


Detatchable 


Manufacturer. 


John McDermaid, Rockford, Diab. 
Manning Mfg. Co., Rutland, Vermont 


. Sherrill Mfg. Co., Ine., Cullman, #la. 
', Standard Churn Co., Wapakoneta, Ohio 


Superior Churn & Mfg. Co., Northville, 
Mich. 

Taylor Bros. Churn & Mfg. Co., St. Louis, 
Mo rf 


> National Poultry ibe seats Co., Seattle, 


Tiler 
Woo 


ae EEg Cleener Gon, Montoursville, 


able Incubator & Brooder. Com Quincy, 


Bean Mfg. Co., Lansing, Mich. 
Boges Mfg. Corp., Atlanta, N. Y. 
Cutler Mfg. Co., Portland, Ore. 
The Deming Co., Salem, Ohio 
Friend Mfg. Co., Gas Port, N, Y. 


American Grain Separator Co., Minneapolis, 
Minn. 

Cleland Mfg. Co., Minneapolis, Minn. 

Ae. 2. Ferrell & Co., Saginaw, Mich. 

S. Howes Co., Inc.,. Silver Creek. Ns. 

- L. Owens Co., Inc., Minneapolis, Minn. 

Sidney Grain Machinery Co., Minneapolis, 

Minna ee i 

Standard Fanning Mill Co., Minneapolis, 
Minn. 


Andis Clipper Co., Racine, Wis. 


‘Chieago Flexible Shaft Co.,; Chicago, Ill. 


John Oster Mfg. Co., Racine, Wis. 


Description Manufacturers 


CLIPPERS, HEDGE 
Lype, Of *Leneth of Motor H.P. 


Drive Cut-Ins. Haulip. z 
Bartlett Mfg. Co., Detroit, Mich, 
Coldwell Lawn Mower Co., Newburgh, N. Ye 
Detco Mfg. Co., Oaks, Pa. 
Henry Disston & Sons, Philadelphia, Pa. 
Gear 9 Yes rs Roberton Mfg. Co., Michigan City, Ind. 
Gear te Yes 3 Skilsaw Ine., Chicago, Til. 
Gear 8 s Yes . Syracuse Toolectric Mfg. Corp., Syracuse, 


NI 7 

ie ny e 

Trowbridse Conveyor Co., Passaic, N. Je 
Wallington Machine Co., Wallington, N. J. 


COMBINATION WATER HEATER AND STERILIZER 


Type _ Wattage 
Pressure 1200-4000 Commonwealth Electric & Mfg. Co., Boston, 
MASS 
#Wlectric Farm Equipment Co., Lynnfield, 
Ohio 
Open tank 1250-2250 


Open tank 290 | Starline, Inc., Harvard, Ili. 
Strauss filec. Appliance Co., Waukesha, Wis. 
Wellman Flec. Appliance Co., Modesto, Calif. 


Refrigerant “Gee Type 
Freon etc. to 60 Vertical & Hor.Baker Ice Machinery 0o.,Inc., Omaha, Nebr. 
Beverage Hng. & Fauipment Co., Cleveland, 
Ohio 
Suir G1oOxide s&s 
Methyl chloride 1/5-25 Horizontal Borg-Warner Corp., Detroit, Mich. 
Brunner Mfg. Co., Utica, N. Y. 
Freon & 4-50 Vertical Carrier Corp., Syracuse, N. Ye 
Methyl chloride 
Freon 1/6-lg Vertical Continental Corp., Fond-du-Lac, Wis. 
Methyl chloride 4-20 Vertical Copeland Refrigeration Corp., Sidney, Ohio 
Freon & Methyl 1-30 Corozone Air Conditioning Corp., Cleveland, 
Chloride Ohio ; | 
The Creamery Packdge Mfg. Co., Chicago, Ill. 
(Water cooled) 1/3-30 Vertical Curtis Mfg. Co., St. Louis, Mo. 
(Air cooled) 1/6-5 Vertical 
1/3-1e Vertical Empire Milking Machine Co., West Chester, 
Pa. 
Freon & Ammonia 4 up Vertical Frick Co., Waynesboro, Pa. 
Freon Toxoo™ Vertical Frigidaire Div., General Motors Sales 


Corp.’ Dayton, Ohio 


Deseripuion 


COMPRESSORS, REFRIGERATION (Continued) 
kefrigerant 
sulfur dioxide 


Freon-12 


Freo 


‘Methyl chloride 


n 


Freon-12 
Methyl chloride 
Sulfur dioxide 


Freo 


n 


Ammonia 


Methyl chloride 


Freon-12 


Con- Mag- 
netic matic 


tact 

Yes Yes 
Mas Vers 
Yes Yes’ 
Yes Yes 
Yes Yes 
Yes Yes 
Yes Yes 
Yes Yes 
3/4 HP. 
Yes Yes 
Yes Yes 
Yes Yes 


Pe 


CONTROLS, MOTOR 
Switches Starters 


Auto= 


Yes 
Yes 
Yes 
Ves 


Yes 


WES 


overload 
Yes 


Yes 


Yes 


Vie 


Type 
Vertical 
Vertical 


Vertical 


Vertical 


HOriZonGarl 
Vertical 
Hor. & Vert. 


Vertical 


Push Button 


Manual Stations 


Yes Yes 
Yes Yes 
res Yes 
Yes Yes 
Yes Yes 

Yes 
Yes Yes 
Switch Yes 
Yes Yes 
Yes Yes 
Yes Yes 


Manufacturer. 


‘ 


Gale Products, Galesburg, 111. 

General Electric Co., Bloomfield; Ns J. 

General Refrigeration Corp., Beloit, Wis. 

Icemaster Co., Haverhill, Mass. 

International Harvester Co., Chicago, I1l. 

Kelvinator(Corps «Detroit, Much. 

McCray Refrigerator Sales Corp., 
Kendallville, ind. 

Merchant & Evans Co., Philadelphia, Pa. 


Mills Novelty Cos, ‘Chicacos Elie 


National Blec.. Tool Co., Chicago wwii 
O'Keefe & Merritt Co., Los Angeles, Calif. 
servel Sales, Inc., Evansvilley Lad, 
Vilter Mfg. Co., Milwaukee, Wis. 


Westinghouse Elec. & Mfg. Co., Mansfield, 


So 


: 


Williams Oil-O-Matic Heating Corp., 

Bloomington, Ill. 

the J.-L Refrigerating Cos, ine. Cniceco. 
Tis 

York Ice Machinery Co., York, Pa. 


Bruno DH. dller,, Longitsland Citys ae 
Allen-Bradley Co., Milwaukee, Wis. 
Allis-Chelmers Mfg. Co., West Allix, Wis. 
Appleton Elec. Co., Chicago, Tll. 
Arrow-Hart & Hegeman Elec. Co., Hartford, 
Conn. ; 
Automatic Switch Co., New York, N. Y. 
Brown-Brockmeyer Co., Inc., Dayoou sand o 
Bryant Hlec. Co., Bridgepors. Conn. 
Century lec. ComuSt s Logie wi. 
Chase-Shawmut Co., Newburyport, Mass. 
Clark Controller Co., Cleveland, Ohio 
Cleveland Electric Motor Co., Cleveland, 
Ohio , 
Colt's Patent Fire Arms Mfg. COs, 
Harttiord. Conn 
Continental Elec. Co., Newark, N. J. 
Cutler-Hammer Inc., Milwaukee, Wis. 


Switches 
Con» Mag- 


Yes 
Yes 


Yes 
Yes 
‘Yes 


Yes 


Description 


CONTROLS, 


Yes 
Yes 


Yes 
Yes 
Yes 


Yes 


Yes 
Yes 


Yes 
Yes 


MOTOR (Continued) 
Starters 
Auto- Manual 

tact netic matic . 


Yes 
Yes 


Push Button 
Stations 


Yes 
Yes 


Yes 
Yes 
Yes 


230-575 volts. 


Pumping plant switchboards 5-150H.P. 


Solenoid type switches, 
protection, relay & man. starting. 


Relay controls 


Yes 


Yes 


Yes 


Yes 


overload 


Yes 


Also overload protection 


Yes 


Yes 


Yes 


Yes 


Also overload protection 


Manufacturer: 


ee RNS 


Decatur Pump Co., Decatur, Ill. 

Diehl Mfg. Co., a ad gigs Se Ne Je 

Struthers Dunn Inc., Philadelphia, Pa. 

Edwards & Co., Norwalk, ne 

Electric Controller & Mfg. Coe, 
Minneapolis, Minn. 

Electric oe umes Mfg. Co., Cleveland, 
Ohio 

Fidelity Elec. C0., Lancaster, Ss, 

Ft. Wayne Eng. & Mfg. Co., Ft. Wayne, Ind. 

Gaynor Elec. Co., Bridgeport, Conn. 

General Electric Co., Schenectady, N. Y. 

Hart Mfg. Co., Hartford, Conn. 

Holtzer-Cabot Elec. Co., Boston, Mass. 

Howell Elec. Motors Co., Howell, Mich. 

Ideal slec. & Mfe. Coe, Mansfield, Ohio 

[-T-@ Circuit Breaker Co., Philadelphia, 
Pae 

Lexington Elec. Products Co., Newark, N. J. 

Mercoid Corp., Chicago, Ill. 

J. Cs. Miller co., Grand Rapids, Mich. 

Minerallac Elec. Co., Chicago, Ill. 

Mongerson's Electrical Machine Works, 
Bake pone. Calif. 

Monitor Controller Co., Baltimore, Mc. 

National Bhlec. Controller Co., Chicago, 
cals 

Northwestern Blec. 00., Chicago, Jil. 

Palmer Rlec. & Mfg. Co., Wakesfield, Mass. 

Partrick & Wilkins Co., Philadelphia, Pa. 

Penn Elec. Switch Co., Goshen, Ind. 


Reynolds Elec. Co., Chicago, Ill. 

Robbins & Myers, Springfield, Ohio 

Rowan Controller Co., Bultimore, Md. 

Schaefer Bros. Co., Chicago, Ill. 

Signal Engineering & Mfg. Co., New York, 
Wee. 

South Bend Current Controller Co., South 
Bend, Ind. 

Square D Co., Milwaukee, Wis. 


Stanley & Patterson, New York, N. Y. 
Trumbull Flec. Mfg. Co., Plainville, Conn. 


Description - 


CONTROLS, MOTOR (Continued) 


Switches Starters Push Button 
Con- Mage Auto- Manual Stations 
tact netic pete ora amas 
Yes es ee Yes »Yes 

Also overload protection 
Yés Yes. gaveésuarier Yes 


Also.overload protection 


CONTROLS, PRESSURE 


No. of Max...Maximum Standard - 
Poles H.P. Pressure Setting 
Lb. /sqein. 
Lecce? .. #1 80 20-40 
BH wl Bi B62 60-86 20-40 
ape plve SO ins xto :350f 92-76 
Lae wo 80-225 10-45 
af ore 40 
2 5 tebe! 30-60 15-40. 
Diaphragm. Type 
dL pktinate Ln G 55-150 2-26 
2 40 , 20-40 
a 2 1b £-6 
bide Seiwy IL 1500 
ve 6) 250 
2 BH 2860 20-40, 50,60 
£2.43 5 25". vacuum Refrigeration 


: to 250#: & water sys. 
LRP y ae) 5-225 
Lee AL ae. ANY Pee range @astren 
' CONTROLS, TEMPERATURE 
Type. .Temp. » ‘Substance 
Range 


70-600 Air, liquid 


Furnace blower control 


Immersion 15-260 Hot water 

Contact 80-250 Hot water 

Remote control-30-495 Liquids 

Direct 50-72 Air 

Temp. overload-135 amp.600 v. 
relays Maximum 


Manuf facturers 


U.S. Elec» Mfe. Corp. New York, Wie, 

Ward Leonard Elec. Co., Mt. Vernon, N. Y. 

Westinghouse Elec. & Mfg. Co., East 
Pittsburgh, Pa. 

C. D. Wood Elec. Co., New York, N. Y. 

Zenith Elec. Co., Chieago, Ii). 


Automatic Temperature Control Co., Lue’, 
Philadelphia, Pa. 

Cutler-Hamner, Inc., Milwaukee, Wis. 

Decatur Pump Co., Decatur, Ill. 


- Detroit Lubricator Co., Detroit, Mich. 


Fairbanks-Morse & Co., Chicago, Ill. 

Flint & Walling Mfg. Co., Kendallville, 
Ind. 

Ft. Wayne Eng. & Mfg. Co., Ft. Wayne, Ind. 

General Elec. Co., Schenectady, N. Y. 

Goulds. Pumps, Inc.,.Seneca Falls, N. Y. 

Heller-Aller Co., Napoleon, Ohio 

Master Elec. Co., Dayton, Ohio 

The Mercoid Corp., Chicago, Ill. 

The F, E. Myers & Bro. Co., Ashland, Ohio 


' Penn Elec. Switch Co., Goshen, Ind, 


Square D Co., Detroit, Mich. 


Ward Leonard lec. CoO., Mt. Vernon; Ne Ye 
Westinghouse Elec. & Mfg. Co., Mansfield, 
Ohio 


Aemé Zlec. Heating Co., Boston, Mass. 

Allen Bradley Co., Milwaukee, Wis. 

American Radiator & Standard Sanitary 
Corp., Pittsburgh, Pa. 

Automatic Temper ee GontroL,00.; Tne. , 
Philadelphia, Pa. 

Berber-Colman Co., Rockford, Ill. 


Detroit Lubricator Co., Detroit, Mich, 


General Elec. Co., Schenectady, N. Y. 


ee tes 


Description 


CONTROLS, TEMPERATURE (Continued) 


Type - Temp. 
' Range Y 
Control for heating 135 amp. Max. 


Substance 


.Room thermostat 55-85 
(Low, voltage) 

Thermostatic control for barn 
ventilating systems 

Thermostatic control 

for brooders, 

incubators, ete. 130-70¥ 75-120 

50-220 Water 


Air 


Warm air 


60-550 Aiv- 
switches 
Room thermostats 52-85 Air 
Mercury 


thermostatic 25-200 AID 
.(Low voltage) 
General purpose 25-90 Air 


(10 amp., high voltage) 


General purpose -10-600 Air & Liquid 


Refrigeration © 45-240 Gas & Liquid 


‘Harold 


Manufacturers 


Holland Furnace Co., Holland, Mich. 
Hotstream Heater Co., Cleveland, Ohio 
Wis. 


James fe. co., Ft. Atkinson, 


Lyon Rural Elec. Co., San Diego, Calif. 


Master Elec. Co., Clayton, Ohio 


The Mercoid Corp., Chicago, I1ll.- 


Minneapolis-Honeywell as COe, 


Minneapolis, Minn. 


National Hlec. Controller Com Chicago, [1 


Penn Flee. Switch Co., Goshen, Ind. 
Reliable Incubator Co., Quincy, Jil. 
Ruggles-Klingemann Mfg. Co., Salem, Mass. 
Sarco Co., Inc., New York, N. Y-. 

Spence Eng. Co., Inc., Walden, N. Y. 
Square D Co., Detroit, Mich. 

Stevens-Root Co., Chicago, Ill. 
Swartzbaugh Mfg. Co., Toledo,- Ohio 

FE. Trent Co., Philadelphia, Pa. 
Watson & McDaniel Co., Philadelphia, Pa. 


Wesix Elec. Heater Co., San Francisco, 
: Calif. 
1 & 2 pole (Any temp. specified) ‘Westinghouse Elec. Mfg. Co., Mansfield, 
Ohio | 
COOLERS, MILK 
Type’ Capacity(Cans)Agitation — 
Wet & dry 3-14 Propeller Babson Bros., Chicago, Ill. 
Wet 2227 Pressure Carrier Corp., Syracuse, N. 7%. 
Tube type coolers | The Creamery Package Mfg. Co., Chicago, 
ils 
Wet & dry 2-6 Duncan Mfg. Co., Washington, Mo. 
Dry 2-20 Circulating pump Eiiwpire Milking Machine Co., West Chester, 


Bale 


ete 


Description Manufacturer 


COOLERS, MILK (Continued) 


Type Capacity(Cans) Agitation 


Wet & dry 2-24 Mechanical EsttGabinet .Co., West Chester, Pa. 
Dry 2-16 Frick Co., Waynesboro, Pa. 
Wet 2-24 Mechanical General Elec. Co., Bloomriela oN. a4 
nti. ; Icemaster Co., Haverhill, Mass. 
Wet 2-10 Pneumatic International Harvester Go. ; Chi¢szo, Ill. 
E. A. Kaestner Co,, Baltimore, Md. 
Mechanical stirring apparatus for Losee Products Co., Hebron, Ill. 


milk cans. 15 watt motor, 
Manning Mfg. Co., Rutland, Vermont 
Merchant & Evans Philadelphia, Pa, 
National Elec. Tool Co., Pittsburgh, Pa. 


Wet 2-24 Centrifugal Emil Steinhorst & Sons, Inc... SUaieare. Y. 
Wet & dry 2-20 Centrifugal Victor Products Corp., Hagerstown, Md. 
Wet 4-18 Propeller Westinghouse Elec. & Mfe. Co., Mansfield, 
Ohio 
Wet & dry e-10 . Williams 0i1-0-Matic Heating Corp., 
Bloomington, Ill. 
Wet 2-20 Propeller Wilson Cabinet Corp., Smyrna, Del. 
Wet 2-21 York Ice Machinery Corpses, MOrkye Pare 
COOLERS, WALK-IN 
Baker Ice Machine Co., Inc., Omaha, Neb. 
Sze eI SY x3 59217 eeao Compr. Kisco Cabinet Co., West Chester, Pa. 
Frick Co., Waynesboro, Pa. 
Victor Cooler with GR compressor General Elec. Co,; Blocmficide WN. J. 


: ; Herrick Refrigerator CO., Waterloo, Iowa 
‘110-572 cu.ft. Other -sizes on order International Hervester Gos, Chicseo,. TL. 
Size and arrangement desired. Koch Refrigerator Co., North Kansas City, 
Forced connection codling system Mo. 
44 cu.ft. and up. Less compr. & doors Low Temperature Equip. Co., Kansas City, Mo. 
Coolers for stores, florists, farms, McCray Refrigerator Sales Corp., 
dairies, ete. Kendallville, Ind. 
O'Keefe & Merritt Co., Los Angeles, Calif, 
Quillen Bros. Refrigerator COs, 
r gars Ind lenspolime Ings . 
Hgeg storage, 165-255 crate capacity The Smith Incubator Corp., Bucyrus, Ohio 
6'x 6* to 8tx 8t cooler less compr. Victor Products Corp., Hagerstown, Md. 
Any size by using standard sections Westinghouse EBlec. & Mfg. Co., Mansfield, 
Ohio 
Coolers with compressor Williams 0i1-0-Matie Heating Corp., 
Bloomington, Ill. 
£1=132 sq.ft.of floor space. No compr.Wilson Cabinet Corp., Smyrna, Del. 
; The te lus Refrigerating Co., Inc., Chicago, 
Lens 


Description 


‘CORN SHELLER 


‘ 


ype - Capacity .- 

Bu. /hr. 
4 Hole SoOie a Gre 
Cylinder POO Op a4 Sake 
Cylinder 60-80 16-3 
1&2 Hole 10-35 4-5 
Cylinder 70-175 6 
Cylinder 100-200 8-10 
Cylinder 250-700 20-25 
ah Sue Bolen. 25-60 Re 
Cylinder 79 3 


Cylinder _ ..425-600 


1 & 2 Hole -20-120 5-8 
1-4 Hole 20-250 1-10 
Cylinder 150-550 10-20 
1&2 Hole 15-60 $-1 
Cylinder ~:.*800-1400 20-40 


1 Hole 20 
Cylinder 40-80. 5-5 

Bef 4 = G aad 
Cylinder 50-100 2-10 
Cylinder 3,220 


* we 


CREAM SEPARATORS 


Capacity Type of Motor H. P. 


Lbi/br. Drive Equip. 
400-1000 Belt, | Yes &No + 
Belt 


Belt Yes & No 


Electric drives for separators 


375-1000 Belt No : 
- 350-1200 Belt Yes and sin 
740-910 Belt No 


350-12000 Belt Yes 
375-1000 Belt Yes 
1250-10000 - Direct Yes 
150-1000 Belt Yes 


nH 


Manufacturer 


Appleton Mfg. Co., Batavia, Ill. 

Partlett & Snow Co., Cleveland, Ohio 
Gs Sw. Bel) Ce., Midisporo, Ohio 
Deere & Co., Moline, Ill. 


Dellinger Nife. CO.,: Lancaster, Pave 
& 3 


Gruendler Crusher & Pulverizer Co., 

St. Louis, Mo, 
Harvey Spring & Forging reise Racine, Wis. 
Hocking Valley Mfg. Co., Lancaster, Ohio 
International Harvester Co., Chicago, Ill. 


Messinger Mfg. Co,, Tatamy, Pa. 

Minneapolis-Moline Power Imple ment Co., 
Minneapolis, Minn. 

New Idea, Inc., Coldwater, Ohio 

Sidney Grain Machinery Co., Sidney, Ohio 

Sprout, Waldron & Co., Muncy, Pa. 

Stover Mfg. & Engine Co., Freeport, Ill. 

Viking Mfg. Co., Jackson, Mich. 


American Separator Co., Bainbridge, N. Y. 

finker-Holth Mievy Cos, Ince; Port iuron, 
Mich. 

Associated Mfgs., Inc., Waterloo, [owa 

Babson, Bros... cine. ;, Chicago. Lads 

Breyer Bros., Whiting & Co., Waupun, Wis. 

Cherry-Burrell Corp., Cincinnati, Ohio 

The Creamery Package Mfg. Co., Chicago, {i1l, 

De Laval Separator Coy, Chicago,.lil. "= 

Galloway Co., Inc., Waterloo, Jowa 

Internetional Harvester Co., Chicago, Ill. 

Melette Separators Co. Chicago, “1il, 

Perfection Mfg. Corp., Minneapolis, Minn. 

Rite-Way Products Co., Chicago, Lil. 

United Dairy Equipment Co., West Chester, 
Pae 

Vega Separator Corp. of America, Inc., 
Minneapolis, Minn. 


= We = 


on 


Déescripti 


CUTTERS, ENSILAGE 


Radial & Cyl. Hocking Valley 


H. P. No. of Type of Variation 
Knives Cutter of Cuts 
15-25 3 Radial 4 
5-30 °1,3,& 4 Radial 4-24" 
0-30 2-6 TRadia.. Pare 
b-25 4 Radiai © 4°- 
4-12 1,2,&% 4 Redial id.g 
4-30 2,3,& 4 Radial 3/g8-1" 
o-10 Cylinder 2 
3-20 2&3 Radial 35" 
5 up 1/8-3/4 
_ CUTTERS, ROOT 
Drive Motor 
; hquip.e 
Belt Yes 
Belt No 
CUTTERS, SMALL FEED 
Here. Varint ion toe or Type 
SPP OF COTS Knives 
LeG eo 6 =e 1-4 Cylinder 
3/4-8° +-2" 2, 0rky4 
3S up 4&8 Cylinder 
3 up 6 £-4 Cylinder 
DRILLS, PORTABLE 
Maximum Drill Type of 
Size - Ins. _Drive 
1s (Hardwood) Direct gear 
4 Peal Direct gear 
5/16 (Steel) Gear 
2 (Hardwood) . 
Boe ‘Direct 
e~1¢ (Steel) Direct gear 
2 (Steel) ‘Direct gear 
Band’ grinder, erin. buffer, etd. 
5/4 ( (Steel): Direct gear 
q-1 3/4 (Steel) Direct gear 
+2 (< aes Direct gear 
$£~3/4 Direct gear 
g-1 Direct gear 
4-7/8 Direct gear 


Manufacturer 


Mfg. Co., Batayia, Ill. 

Blizzard Mfg. Co., West-Canton, Ohio 
J.I.Case Co., Racine, Wis. 

Dellinger Mfg. Co., Lancaster, Pa. 

Gehl Bros. Mfg. Co., West Bend, Wis. 
Hocking Valley Mfg. Co., Lancaster, Ohio 
International Harvester Co., Chicago, bist. * 
Letz Mfg. Co., Crown Point, Ind, - 

Papec Machine Co., Shortsville, N. Ye 
Smalley Corp., Manitowoc, Wis. 


Appleton 


flocking Valley Mfg. Co., Lancaster, Ohio 
Superior Churn & Mfg. Co., pea 
Mich. 


QO. E. Thompson & Sons, ¥psilanti, Mich. 


Dellinger Mfg 


alg. CO., Lancaster, Pa. 

Mfg. Co., Lancaster, 
Ohio 

Letz Mfg Co., Crown Point, Ind. 

Smalley.Corp., Manitowoc, Wis. 


Bartlett Mfg. Co., Detroit, Mich. 
Black & Decker Mfe. CoO., Towson, 
BOlce-Crane Co., Toledo; Ohio - 
Buckeye Portable Tool aon Dayton, Ohio 
Chicago Pneumatic Tool Co., New York, N. Y. 


Md. 


Chicago Wheel & Mfg. Co., Chicago! “T11.. 

Cincinnsti Elec. Tool CON, Cincinnati, 
Ohio 

Coldweil Lawn Mower COs, Newburgh, N. ‘ine 

Dremel Mfg. Co., Racine, Wis. 

Duro Metal Products, Chfcacol Lyre 

Hisey-Wolf Machine Co. ,- Cininnati,. Ohio 

Jones Motorola Sales Co., New York, N. Y. 


Louisville Elec. Mfe. Co., Louisville, Ky. 
Mell Tool Co., Chicago, Ill, 

Millers’ Falls coy, Greenfield, Mass. 
Milwaukee Elec. Tool Corp., Milwaukee, Wis. 


Naat Ate 


De 


scription 


DRILLS, PORTABLE (Continued ) 
Maximum Drill 


Size 


ar CAE 
4 
Ri 


ins. 


ILL PRESSES 


DR 
Type of 
Drive 


Steail s 
Belt 


_ Stands 
Stands 


Belt 
Direct 
Belt 
Stends 
Belt 
Stands 


Stands 
Stands 
Stands 
Stands 
Stands 
Stands 


Stends 


Stands 
Stands 


V-Belt 
Belt & 


Maximum 
Dail 
Size,Inse 


gor portable 


17/32 


for portable 


for portable 


3/4 
wl 


a 

5/8 
portable 
for portable 
portable 
portable 
portable 
portable 
portable 
nortable 


for 
for 
Lor 
for 
LOY 
aor 
for portable 
portable 
portable 


Lor 
shane 


F 


Direct 


Type 


of 


Drive 


Direct 
Direct 
Direct 
Direct 


Direct 


Direct 


drills 
1/3-5 


drills 
drills 


1/30 
1/3 
drills 


drills 
‘als quae OA ae! 
aridis 
drills 


drills 


drills 


drills 


4‘ 


gear 
gear 
gear 
gear 


300-5500 


085-4760 
4200 
990-5900 


320-5000 
800-4000 


Manufacturer 


Paramount Products Co., New York, N. Y. 

Signal Elec. Mfg. Co., Menominee, Mich. 

Skilsaw Ine., Chicago, Ill. 

Speedway Mfg. Co., Cicero, Ill. 

The Standard Elec. Tool Co., Cincinnati, 
Ohio 

Stanley Elec. Tool Div., New Britain, 
Conn. 

Syntron Co., Homer City, Pa. 

The U. S# Blecs Tool Co., Cincinnati, 
Ohio 


Black & Decker Mfg. Co., Towson, Md. 
Roice Crane Co., Toledo, Ohio 
Buffalo Forge Co., Buffalo, Ne: ¥. 
Chicago Pneumatic Tool Co., New York, N. Y. 
Cincinnati Elec. Tool Co., Peer ars 
Ohio 
Delta Mfg. Co., Milwaukee, Wis. 
Dumore Co., Racine, Wis. 
Duro Metal Products Co., Chicago, Ill. 
Heston.& Anderson, Fairfield, [Iowa 
Hisey-Wolf Machine Co., Cincinnati, Ohio 
Lowisville Rlec. Mfe. Co., Louisviile, Ky. 
Mall Tool Co,, Chieasoy lis 
Millers Falls Co., Greenfield, Mass. 
Milwaukee Elec. Tool Corp., Milwaukee, 
pare bnceyCuleago, Lies 
peedway Mfg. Co., Cicero, Ill. 
The Standard Elec. Tool Co.,,. Cincinnati, 
Ohio 
Stanley 
Conn. 
Syntron Co., Homer City, Pa. 
The United States Elec, Tool Co 
Cineinnati., Ohio 
Walker Turner Tne. PisiniieldywN. Je 
Yates-American Machine Co., Beloit, Wis. 


Wis. 


Flec. 


TOOL Dil vicyeie 


lorie 


os Wiehe 


Description 


DUSTERS 
Type Esp. Capacity 


Bu./hr. 


Chemical seed . . #1 
treaters 

Fruit-packing- 
house duster 

Horizontal cylinder $ 30 
seed treaters 


[IH 


EGG CANDLERS AND GRADERS 
Spotlight tester 


Spotlight candler and tester 

Combination grader and reflected 
light candler 

Reflected light 


Spotlight candler & tester 

Combination grader & reflected 
light candler 

Spotlight 

Spotlight 

‘Gombination grader and reflected 
light candler, commercial sizes 

Reflected light, spotlight and 
candler and grader combinations 

‘Reflected light, spotlight 

Reflected light, spotlight, and 
scale & candler combination. 


ELECTRIC FENCE 


Plug in controller 
Plug in. controller 
Plug in controller 
Plug in controller 
Plug in controller 
Plug in controller 
Plug in controller 


Plug in controller 


Manufacturer 


Messigner Mfg. Co., Tatamy, Pa. 


Standard Fanning Mill Co., Minneapolis, 
Minn. 


American Egg Candler Co., St. Louis, Mo. 

Américan Elec. Incubator Co., New 
Brunswicie New. 

Brower Mfg. Co., Quiney>s Tis 

Buckeye Incubator Co., Springfield, Ohio 


Cyclone Mfg. Co., Urbana, Ind. 


hgg Candling-Cycline Mfg. Co., Urbaha, Ind. 


Kraft Ege Machine Cow, Chicago, aa). 

Lyon Rural Elec. Co. Sani Diego, Caldif. 

National Poultry. Equipment Co.,- Seattle, 
Wash. 

Oakes Mig. Con, Tipton. sind. 

Perfection Egg Greder Co., Capac, Mich. 

Philadelphia Metal Works, Inc.., Phila- 
delphia, Pa. 

Reliable Incubator & Brooder Co., Quincy, 
Na 

Royal Mfg. Co., Bowling Green, Ohio 

H. M. Sheer Cow Qinneyegia: 


Starline, Ine, “Hervyard ie 


American Television & Radio Co., St. Paul, 
Minn. ) 

Auburn Burner Co., Auburn, Ind. 

Babson Bros., Chicago, Ill. 

Bond Products Co., Detroit, Mich. 


Coburn One-Wire Fence Co., Whitewater, Wis. 


Diller Klectri¢ Mie sccm Kokomo, Ind. 
Electric Heat Control Co., Cleveland, Ohio 
Blectric-Timed Products, Chicago, Ill. 
Electrite Fence Co., Whitewater, Wis. 
Hlectro-Line Fence Co., Milwaukee, Wis. 
Farm Equipment Co., Kansas City, Mo. 
Fouch Hlec. Mfg..Co., Portland, Ore. 

M. J. Fritzgerald Co., Madison, Wis. 
Galloway Co., Inc., Waterloo, Iowa 


Description 


ELECTRIC FENCE (Continued) 


Pie invconvuro lier 


Plug in controller 
Plug-in controller 
Pluz in controller 


Plug in controller 
Plug in controller 


Plug in controller 


Plug in controller (electronic type) 


Plug in eontroller 


ELEVATORS 
Type Purpose 


Portable & Grain 
Stationary 


Blower Small grain 


Belt 


Portable Ear corn & grain Belt 


Portable Grain 


Belt 


1p-3 


‘Stationary For conveying pulverized 


or small lump materials 


Portable Grain 
blower 


FANS, PORTABLE 
Type 


v 


Floor & table 


Floor & table 


Belt 


Size 
Inse 


20-30 


22-23 


5-8 


Manufacturer 


Gardner Mfg. Co., Horicon, Wis. 
Guaranteed Products Corp.e, Wellington, 
Ohio 
Heidger Mfg. Co., West Allis, Wis. 
Hot-Wire Co., Milwaukee, Wis. 
Meinan Mfg. Co., Chippewa Falls, Wis. 
One-Wire Fence Co., Whitewater, Wis. 
E. J. Parker Co., Spencerport, N. Ye 
Parker-MeCrory Mfg. Co., Kansas City, 
Mo. 
Perfection Mfg. Corp., Minneapolis, Minn. 
The Prime Mfg. Co., Milwaukee, Wis. 
Richards-Blectro Fence Co., Payette, Idaho 
Rutenber Blec. Co., Marion, Ind. 
Sparks-Withington Co., Jackson, Mich. 
Super Fence Corp., Chicago, Ill. 
Wholesale Elec. Fence Co., Hales Corners, 


THT 


WilSe 


Beverage Eng. & Equip. Co., Cleveland, 
Ohio 

Boges Mfg. Corp., Atlanta, N. Y. 

Deere & Co., Moline, TE. 


The J. B. Ehrsam & Sons Mfg. Co., 
} prise { Kareas 


A. T. Ferrell & Co., Saginaw, Mich. 
Crown Point, Ind. 


Ni 


Links M 

New Idea, Inc., Coldwater, Ohio 

Portable Elevator Mfg. Co., Bloomington, 
deh, 

Sprout Waldron & Co., Muncy, Pa. 

Standard Fanning Mill Co., Minneapolis, 
Minn. 

Stephens-Adamson Mfg. Co., Aurora, Ill. 


U. S. Wind Engine & Pump Co., Batavia, Ill. 


Rir controls, inc. ,“¢leveland, Chao 

Aircraft Mie. Co., Dayton, Ohioe 

hivmaster Corp., Chiteeo, Tir. 

Alliance Miz. co., Alliance, Ohio 

American Coolair Corp., Jacksonville, Fla. 

American Machine & Metals, Inc., New York, 
Beni 


Autovent Fan & Blower Co., Chicago, Ill. 


ls 


Description 


FANS, PORTABLE (Continued) 


Type Size 
Ins. 


Floor & table 


Floor, table & bracket 8r16 

Table .& floor) oscijix 8-16 

. 4nd non-oscillating 

Table and floory Oseilt<: 1016 
and non-oscillating 

Table and floor 

.Floor & table 500-1700 cRYy 


Floor & table 10-32 


1050-14800 CIM 


Floor & table air 1970CFM 
circulators 

Table .3600CFM ree . 

Floor & table. Osc. & Non-ose 


8-12 
Air circulator 24 
Floor & ceiling 12-36 
Alr civeculator fl. Tos; ‘se 
Floor air circulator 24-36. 


Floor & table 1440-3620 cry 


Floor, air circulator 18-30 


He Pe 


19,24 1/8-1/6Chelses 


7 


~~ oom 


Manufacturer ~ . 


Mtg. Co., Fostoria, Ohio 

Fan & Blower Co., New York, N. Y; 

Chicago Elec. Mfe. Co., Chicago, I1l. 

Cirklair Div., Folsom#Co.,Dallas, Tex. 

Delco Appliance Div., General Motors Sales 
Corp. Rochester, Nae . 

Diehl Mfg. Co., Elizabethport, N. J. 

Electric Blower Co., Boston, Mass. 

Electro Mfg. Co. of America, Philadelphia, 
Pas Bk Se 

Klectrovent Corp., Detroit, Mich. 

Kmérson Elec. Mig. Co., Inc., St..Louis, 
Mo. eS i < 

Fairbanks-Morse & Co., Chicago, Ill. 


Bersted 


Fritzgerald Mfg. Co., Torrington, Conn. 
Forcet-Air Co., Rockford, Ill. 
Fresh'nd-Aire Co., Chicago; iis 

Garden City Fan Co., Chicago, 111, 
General Elec. Co., Bloomfield, N. J. 
General Refrigeration Corp., Beloit, Wis. 


1/12-I/6 General Regulator Corp., Chicago, Ill. 


1/10 


1/40 


be C. Gilbert Co. , 
sdwin F. Guth Co., 
lartzell Propeller 


New Haven,’ Conn, 
Db. LOUIey No. 
Fan CO., Piqua, Ohio 


+ 
Pi tm 


a 


Foltum Mfg. Co., Freeport, Ill. 
Hunter Fan & Ventileting Co., Memphis, 


Ilg Elec. Ventilating Co., Chicago, 1125 
International Oil Burner Co., St. Louis, 
Mo. 


3/4-3 Johnson Fan and Blower Corps eChicaco.. Lid, 
1/20-1/10 Kisco Co., Inc., St. Louis, Mo. 


Geo. B. Klee Co., Cineinnati, Ohio 

Knapp-Nonarch Co., St, Leuis, Mo. 

Knight life. & Sales Co., Dallas, Tex. 

landers, Frary & Clark, New Britain, Conn. 

Marathon Elec. Mfz. Co., Wausau, Wis. 

Master Elec. Co., Dayton, Ohio 

Meier Elec. & Mechine Co., Indianapolis, 
Tas 

Motor Service & Mfg. Co., Chicago, G1). 

National Fan & Blower Corp weenveseor Lil. 

Peerless Elec. Co., Warren, Ohio 

Piqua Elec. Mfe. COo., Pigua;, Ohio 


vio 


Description Manufacturer 


FANS, PORTABLE (Continued) 
yoo fe) Size Bek. 
Nera op — fs 
Floor & table 20-30 Propellair, Inc., Springfield, Ohio 
Floor & table 20, 24 Reynolds Elec. Co., Chicago, Ill. 


Robbin & Myer, Inc., Springfield, Ohio 
Robeson-Rochester Corp.,. Rochester, N. Pe 
Robinson Ventilating Go., Zelienople, Pa. 
Floor & table 10-36 Roto-Beam Corp. of America, Inc., 
Chicago, Iil. 
Hussell Plec. Con, Chicago, Lli. 
Safety Car Heating & Lighting Co., 
New York, N. Y. 


Rubber blades, Fl.& Tbl. 6-16 Samson United Corp., Rochester, N.Y. 
| Savory Appliance, Inc., Newark, N. J. 
Floor & table 8-30 Signal Elec. Mfg. Co., Menominee, Mich. 
Cabinet, table & floor 8-28 . A. Smith Mire. Co., Inc,,..Rochester, 
Also rubber blad fans Negi. 
' Standard Transformer Corp., Warren, Ohio 
: ' Sa B. F. Sturtevent Mfg. Co., Boston, Mass. 
Table 18-20 1/30-1/6 Super-Fan Mfg. Co., Freeport, Ill. 
; tmited Elec. ite. Co., fdrien, Mick. 
Floor & table. - 8-22 Victor Elec. Products, Inc., Cincinnati, 
‘i Ohio 
x Vidrio Products Corp., Chicago, Ill. 
Flocz & table 3-16 Wagner Elec. Corp., St. Louis, Mo. 
Floor & table . 22-28 Rdgar T. Ward Co., River Forest, “ILL. 
Fioon & table,” 10-15 Westinghouse Elec. & Mfg. C0., Menaeroiee 
Ohio 
West Wind Corp., Seattle, Wash. 
Floor & table 22-28 Wind-Way Fan & Ventilator Co., New 


Orleans, Ta. 
ierdae Wine wire. Go.; New Yorks Nc wae 


FANS, VENTILATING 


Type Capacity Size feces 
C.F.M. Ins. 


™ 


Note: WNo.. Indicates Type of Fan 
Furnes ce--L 2 


Attic--2 

Exhaust--3 

Window ventilator--4 f 

Barn--9 

Kitchen--6 

Blower-=7:-"  * 
4 3500-15000 20-50 f-$ Air Controls, Inc., Cleveland, Ohio 
2 400-15000 — : 

Aircraft Mfg. Co., Dayton, Ohio 

4 . 250-500 ts poo) 1 aaa Cony Ch Cagos. ut re 
2 5500-11000 24-42 1/6-1/3 Airmaster Corp., Chicago, Ill. 


Description 


FANS, 
Capacity 
CFM. 
1400-17500 
900-600 


a. 1200-4800 
ra 7560-21500 
re) 270-45000 
6 740-1200 


aghee | 4000-21000 
3 450-40000 
6 000=750 
7 1100-14000 


oe ar: 
i 90-155000 
i) 400-1000 


Pa 0900-21000 
2 0400-6400 


Circulators 5000-8800 22.28 


Ventilating. & exhaust, 


Blowers. for furnace 


2 5700-10500 
ie) - 1500-3800 

a 7000-22060 
3 2500-22000 


Girculators 3500-5500 20-22 


2 1100-17000 
3 1900-18000 
4 500-600 
Ventilating 5004600 
3 59500-8500 
aN 1500-3200 
rs 0850-8500 
re) 4250-40500 
6 990-850 

3 700-18500 
v7 40-7500 


Size 
IbaksiA 


- 12-80 


9-10 


22 


& see 
—42 
24 


30-60 
18-60 


12-33 
18-48 
9,10 

9-16 

18-24 
10-16 
24-42 
24-72 
10+12 
10-48 . 
5-18 


VENTILATING (Continued) 


fis. P's 


T/ioe2 


1/6-3/4 
1/40=3 


> 


d corn dryer C 


1/6-1/3 
1/8-; 


1/6-# 


Manufacturer 


Allied Factories Co., Kansas City, Mo. 
American Blower Corp., Detroit, Mich. 


American Coolair Corp., Jacksonville, Fla. 

W. Re. Ames Co., San Francisco, Calif, 

American Machine & Metal, Inc., New York, 
N e ae . . ; - 


Autovent Fan & Blower COs, Chicago, Ill. 


Barrett Engineers, Cleveland Heights, Ohio 


Bayley Blower Co., Milwaukee, Wis. 


2 aoe hanes Co., Fostoria, Ohio 
tf. CO., Chicago, Lire 
= Elec e Mrz. CO. 9 Ine e 


(3 ta bo 
ky pa. — 
Da Om isrars 
a GN 25 
ty PY mM 
ke 
e+e 
a Ke 


(a 
nek 
b 
rap) 
es 
tap) 
(@) 
Me) 
be 
cr 
ia 
wo 


Brower Mfg. Co., Quincy, Ill. 


fans & blowers Buffalo Forge Co., Burfealo, Nuit. 


Burnham Boiler Corns, Eeyimstom, be 
Burt Mtge. Co., Akron, Ohio 

vhandler Co., Cedar Rapids, Iowa 

Cheisea Fan & Blower Co., New York, N. Y. 


Clarage Fan Co,, Kalamazoo, Mich. 


Dallas Engineering Co., Dallas, .Tex. 


170-800 watts: 


1/6-18 


Delco Appliance Div., General Motors Sales 
Uorp.,) Rochester] Ne ve 
De Vilbiss Co.,.Toledo,: Ohio 


Diehl Mfg. Co., Hlizabethport, N. J. 


50-55 watts 


4-2 

1/6-= 

1/6~; 
4-5 


Vira}. - 


1/6-3/4 
1/3053 


Helipse Air Brush Co., Newark, N. J. 


Economy Hlec. Mfg. Co., Inc., Chicago... 71s 


Electric Blower Co., Boston, Mass. 


Bolg aes 


Description 


FANS, VENTILATING (Continuéd) 


(Also Wide Range of Blowers) 


3 1000-1160 


10-16 
12-16 


1/6-1/20 


(Also incubator circulators) 


Manufacturer 


Electrovent Corp., Detroit, Mich. 
Emerson Elec. Mfg. Co., Inc.45 St. Louis, 
Mo. 


Exhaust Fan & Blower COs seneweyoOrk, tae Ys. 
Fsirbanks-Morse & Co., Chicago, Ill. 

The Folsom Co., Dallas, Tex. 

Foret=Air Cow, Rockford, il. 

Furblo Co., Hermansville, Mich. 

Gale Products, Galesburg, Ill. 

Gar Wood Industries, Inc., Detroit, Mich. 


Genetal.Eleé. €03, Bridgeport, Conn. 


General Regulator Corp., Chicago, Ill. 


<r 
bi 


A. G. Gilbert & Go., New iiaven, Conn, 
Walter Bs Gilbert & Co.,-York, Pa. 


-pHartzell’ Propeller Fan, Co.,,Piqua, Ohio 


Holtum Mfg. ¢o., Freeport, Ill. 
H. DD. Hudson Mfe..Co., Chicago,aili. 


- Hunter Fan & Ventilating Co., Memphis 
b) bs b 


Tenn. | 
1/50-1/3 aoe 
llg Elec. Ventilating Co., Chicago, Til. 


international Enes, Ince ,ebaytom, Ohio 
James Mfg. Co., Ft. Atkinson, Wis. 
sOhnson Pan & Blower Corps,.Chicago, Tel. 


Type Capacity Size Tay de 
Cotes nic 
Re 9000-16800 36-48. 4-5 
3 850-6700 12-30 1/50-1/3 
4 570-4000 10-18 1/30-1/6 
6 600-1600 9-16 45-72 watts 
g 1059-1550 12-16 
2 7000-15000 36-48 “t4$ 
7 600-19500 10up_ 1/6-74 
4 
2 3500-30000 20-60 4-1 
4,6 350-1000 8-16 i 
2 8200-17000 ‘42-48 4-4 
4 LO, 
3 _ 8250-16400 6-48 1/150-% 
, 7, 14700-106500 4.30 
3,7. 1200-53000 1/20-10 
3 blower 635-150000 1/50-30 
3 3600-5600 19-20 - 
2 ... 10000-18060 36-48. 1/3-4 
Bee G50, 6700°- . 12-30 
4 7250 40 watts 
3 450-41500 45-72 40-2100 watts 
6 A50-750 ve 40-70 watts 
7 1250-37000 14-48 To 5 
Barn & poultry house exhaust 
% 1100-46500 12-72 1/20-3 
2 5000-13000 30-48 1/6-% 
RoofVent.1100-46500 12-72. .1/20-3 


Kiseraire Products Sales Co., Chicago, Ill. 
Kennedy-Van Saun Mfe. & Eng. Corp., 
New York, Ne Ys 
Kisee Coe; Lies, ot. ours, Mo. 
Geos Be Ries Co, 7. Cintinnat:, Chive 
Knight Mfg. & Sales Co., Dallas, Tex. 
Louden Machinery Co., Fairfield, Iowa 
von Rural Hlee. Co., San Diego, Cali. 


Description Manufacturer 


FANS, VENTILATING (Continued) 


Type Capacity Size Be fs 
Cees Ings ‘ | , 
LG 600 10 Majestic Co., Huntington, Ind. 
& 2280-5400 16-30 1/8=+ Marathon Elec. Mfg. Corpe, Wausau, Wis. 
Meier Elec. & Mach. Co., Indianapolis, Ind. 
5 950-7000 11-24 $-3/4 National Elec. Tool Co., Chicago, Ill. 
National Fan & Blower Corp., Chicago, Ill. 
3 400~11000 10-42 To 1/3 Peerless Elec. Co., Warren, Ohio 
rey ee 16-108 1/20-130 Propellair, Inc., Springfield, Ohio 
io 10 Pryne & Co., Los Angeles, Calif. 
2,5,6, 5000-9500 - 26-36 = Reea Unit-Fans, Inc., New Orleans, La. 
3 & ve nti leaving 8 Reynolds Blec. Co., Chicago, T1l, 
3 ; “Robbins & Meyer, Inc., Springfield, Ohio 
Mee ages ot Robinson Ventilating ‘eferwn Zelienople, Pa. 
Rocklin Mfg. Co., Sioux City, Iowa 
wae W. S. Rockwell Cov; New Yori. y. 
or 8000-38000 10-36 + To 25 Roto-Beam Corp. of America, Chieago, Til. 
1 pe 4 1/6-2 Round Oek Co., Dowagiac, Mich. 
Russell’ Bilec, Co.) \Chitapoee pri. 
Schwitzer-Cummings Co., Tae ene oui Ind. 
cs Scott-Neweomb, Ine., St. Louis, Mo. 
1 (For poultry heating plants) - ° Shenandoah Equip. Corp., Harrisonburg, Va. 
ou 900 Loe ; ‘Shepler Mfg. Co., Pittsburgh, Pa» 
5 & vent.600-2300 10-18 “_ Signal Elec. Mfg. Co., Menominee, Mich, 
6 & vent.420=-2400 8-19 | The FeAvomith Mie. Co;, Inc., Rochester, 
Nat ) | 
5 , Starline, int., marve ra, Poe 
oy 4 C00 OOOO 10-45 To 5/8 B. F. Sturtevant CGo,, Boston, Mass. 
3. 8 vent, 2500-5000° 18-20 1/30-1/6 ‘Super Fan Mfg. Co., Freeport, Ill. 
1:& veht.300-151200 6-60 1/20-160 The Trane-Co. , La0rosse. wise 
6 375-700 6-12 Universal Blower Co.,.Birmingham, Mich, 
ae 375-15000 6-48 1/5058 : Victor Elec. Products, Inc., Cincinnati, 
: Ohio 
1,2,3,4 700-19000 1/6~3/4 Viking Air Conditioning Corp,, Cleveland, 
Ohio beeiiiichicd | 
2,5,4 9570-20500 POY Wagner lec. Corp., St. Louis; Mo. 
2,5 §-3600-10000  ep-28 : Edgar T. Ward Co., River Forest, Ill. 
3 * 1000-1750 fale ed Westinghouse pao & Mfg. Co., Mansfield, 
he - Ohio j 
3,4 8 West Wind doxsee vem Wash. 
2,5,5,6 2575-18000 17-48 1/30-% Wind-“ey Fan & Ventilator Co.;-New Orleans, 
La. 


L. J. Wing Mfg. Co., New York, N. Y. 
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Description Manufacturer 


FEED GRINDERS, BURR TYPE 
te ae Drive Burr Size 


Appleton Mfg. Go., Batavia, Ill. 
Oa whe tigen toiee | a GO. S. Beii709,. 9 Hillsporo we Ohio 
ae Belt : The N. P. Browsher Co., South Bend, Ind. 
15-8 Bel ve eee Dempster Mill Mfg. Co., Beatrice, Neb. 
: vt Duplex Mill & Mfg. Co., Springfield, Ohio 
| Roller type mill The J. B. Ehrsam & Sons Mfg. Co., 
: Enterprise, Kan. 
| = me De 8 & 10 Fairbenks-Morse & Co., Chicago, Ill. 
| S-up , Belt 8 & 10 ‘Galloway Co., Inc., Waterloo, Iowa 
| ; ee: 'Hesse-Ersted Iron Works, Portland, Ore. 
5-16 Belt 6, 8 and 10 Internestional Harvester Co., Chicago, Ill. 
| 3-20 . Belt 62 10 Letz Mfg. Co., Crown Point, Ind. 
3-15 Belt 12-30 Stone burr Mesdows Mill Co., North Wilkesboro, N. C. 
Pavyerist midis 
ae ; ; Nelson Bros. Co., Saginaw, Mich. 
1-30 .. Belt =. 612 New Holland Machine Co., New Holland, Pa. 
“8 Sprout, Waldron & Co., Muncy, Pa. 
= am BELL .4$-63 (for shelled Stover Mfg. & Engine Co., Freeport, Ill. 


corn and small grain) 
The Straub Co., Philadelphia, Pa. 
O,mBs wt se) sKnoxville, Ton. 


FEED GRINDERS, HAMMER TYPE 


ee MS RR NE Hm Nat INR 


Sia) bisa De OL TN NO. OL: ee OL 
Hammer Screens Driv ee 
‘af American Pulverizer & Crusher Co., St. 
| ;  @houis,eMo. 
| 80-75 Swinging Dir.& V-belt Anglo American Mill Corp., Owensboro, 
Ky. 
10-30 Swinging Relt: 
13-5 Swinging Belt - CO. S. Redilecospwhil ISporaseenie 
: Brower Mfg. Co., Quincy, Bie Ne 
Swinging re Belt Buller Coupler Co., Hillsboro, Kan. 
15-28 Semi-rigid ¢@ Belt Jy. . Case CoO., Reeinewymie.s ' 
"s-30 Rigid 2 Belt Cushman Motor Works, Lincoln, Nebr. 
10-30 Semi-rigid 2 Belt Deere & Co., Moline, Ill. ‘se 
o-1L00 Swinging 2 Belt Dellinger Mfg. Co., Lancaster, Pa. ' 
‘ 40-125 Swinging .. Dir. & Belt Dixie Machinery Mfg. Co., St. Louis, Mo. 


DuplexiMill geMfe. Co.esprinefiela, Ohte 
The J. B. Ehrsam & Sons Mfg. Co., 
. S _ Enterprise, Kan. 


5-40 . Swinging iho Dir. & belt: Fairbanks-Morse & Co., Chicago, Ill. 
Swinging 1 ne lt Galloway Co., Inc., Waterloo, Jowa 
5-20: Swinging 2 Belt Gehl Bros. Mfg. Co., West Bend, Wis. 
10-100 Swinging 6) Dir. & Belt Gruendler Crusher & Pulverizer Co,, 
‘ ok SOD Louis, MO. 


Hesse-Ersted Iron Works, Portland, Ore. 
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Description 


Manufacturer 


FEED GRINDERS, HAMMER TYPE (Continued) 


fy Pe 


15-30. 
15-20 


- 9-50 
10-75 


5-60 
5-35 
+25 
3-5 
3-100 


200. 
-10 


Type Of No, of Type of 


Hammer Sereens Drive 


Swinging ‘ - Belt 
Swinging 26 Belt 
Swinging Belt 
Rigid Me Belt 
Swinging 2 Belt 
Swinging Belt 
Rigid Me re . Belt 
.- Swinging . Dirge belt 
Rigid Belt 
Swinging 
3 


Commercial type grinders 


o~-1O Swinging a Belt 
(For shelled corn & small grains) 
tara Swinging 2 Belt 
Sok Swinging 3 Direct 
call Swinging g Direct 
13-5 Swinging 3 Belt 
7g-10 Swinging 2 Belt 
SD up Heavy duty hay & feed mills 
Pemba cede tons Pig ager ta ee 
4-150 Swinging (heavy. duty 


commercial) 


GLUE POTS. 


Capacity Material. Water Wattage 


gees 
1lz-20 


1-4 
1-4 


Se ne ee 


of Pot Jacket 

Copper Yes 75-2000 
Cast Alum. No 290-660 
Copper Yes . 440-750 
Cast Alum. Yes 
Copper ANOLE BORIS 
Copper . Yes . 75=660 
Aluminum Yes 110-660 
Copper No-. 26+968 
Copper No 60-110 


Hocking Valley Mfg. Co., Lancaster, Ohio 

International Harvester Co., Chicago, Ill. 

Link Dre. Co’, pargo, Nee: 

Meadows Mill Co., North Wilkesboro, N. Cc. 

Minneapolis-Moline Power Implement Co. 
Minneapolis, Minn. 

The Myers-Sherman Co., Seece tere Pi 

Nelson Bros. Co., Saginaw, Mich. 

Papec Machine Co,, Shortsville, N.-Y. 

Prather Pulverizer Co., Chicago, ll. 

Tne Reschke Machine Works, Co., Wichita, 
Kan. 

I. B. Rowell Set waukeehe® Wis. 

Schutte Pulverizer Co.,. Buffalo, N. Y. 

Je B. Sedberry, ‘Inc., Franklin, Penn, 

Smalley Corp., Manitowac, Wis. 

Sprout, Waldron & Co., Muncy, Pa. 

Stedman's i ari & Machine Works,. Aurora, 
ind. 

otover Mfg. & Engine Co., Freeport. 4 Lie 


The Straub Co., Philadelphia, Pa, 
Viking Mfg. Co., Jackson, Mich.. 


Western Land Roller Co., Hastings, Neb. 

Williams Patent Crusher & Pulverizer Co. 
St. Louis, Mo. 

O. B. Wise Pulverizer Cos, Knoxville, 
Tenne 

W-W Grinder Corp., Wichita, Kan.. 


Acme Elec. Heating Co., Boston, Mass, 
American Elec. Heater Co., Detroit,. Mich. 


Black & Decker Mfg. Co., Towson, Md, 
seneral Elec. COs, ee Ne ¥. 


TAnderss Frary and Clark, New Bees tan 
Conn. 

Liberty Blec. Co. ; Indianapolis, Ind. 

Harold Es Trent ae Philadelphia, Pa. 

Westinghouse Elec. & Mfg. Co., Mansfield, 
Ohio 


ae 


r 


Description Manufacturer 


GRADERS, FRUIT 
Capacity No. of Motor 
Bu/hr, Grades H. P. 


00-120 1-4 5 : John Bean Mfg. Co., Lansing, Mich. 
Cull sizers (Rotary) Cutler MPe, Co., Portland, One. 


Curtain sizers (Rotarj bins) 36-90" bins 
Weight principle & 

. eliminators-4-8 ste 1/3-ls H.P. 
10-120 4 


Friend Mfg. Co., Gasport, N. Y. 
Mathews Conveyor Co., #llwood City, Pa. 
Sprague-Sells.Corp., Hoopeston, Ill. 


RH 


GRADERS, ViGETARLE 


Capacity No. of | Motor 
Bu/or. © -crades= “Hr PS 
20-120 1-4 aa ahs John Bean Mfg. Co., Lansing, Mich. 
Boges Mfg. Corp., Atlanta, N. Y. 
Perforated belt,. rubber segmen Cutler Mis. Co,, Portland, Ore. 


eliminator 46-48 inches wide. 
A. T. Ferrell & Co., Saginaw, Mich. 
Methews Conveyor Co., Ellwood Gate: Pa. 


*y 


wh 


GRINDERS, TO TOOLe ere 


Type of Motor H. irae lype 
Drive OMbe Re 2 a 
Direct Yes a Portable, bench Black & Decker Mfg. .Co., Towson, Md. 
é& stand : 
Belt No 1/3-3 Bench Boice Grane Co., Toledo, Ohio 
Pelt Yes & No | Bench Brillion Iron Works, Brillion, Wis. 
Direct Yes $-1 Bench The Brown-Brockmeyer Co., Inc., Dayton, 
Ohio 
Direct .Yes 1/3-15 Bench & Gincinnati Hlecse?oo0lsco,, Sincinnate, 
Pedestal Ohio 

Belt No Bench & Clizbe Bros. Mfg. Co., Plymouth, Ind. 
: a Pedestal 
Direct Yes (Mower knife grinder Deere & Co., Moline; Ill. 

with attachments for hummer mill 

knives, dise blades, etc.) 
Direct Yes & No $ Bench & Pedestal Delta Mfg. Co., Milwaukee, Wis. 
Direct Yes §§ $-g Bench Diehl Ute. Co., Blizabethpont,. Na de 
Direct Yes 1/8-1/6 Bench Dumore Co., Racine, Wis. . 
Belt Yes a Bench Duro-ietal Products Co., Chicago, lll. 
Direct Yes (Knife grinder only) Duwell Co., Racine, Wis. 
Direct” Yes 1/12-13 Bench Electric Specialty Co., Stamford, Conn. 


> 


Fritzgerald Mfe. Gan, Torrington, Conn. 


Direct Yes 1/20 Bench Hamilton-Beach Co., Racine, Wis. 
, = 4 Pas ee as oat ni outset ee EN : : 7. nes aye 
Diria& Belt Yes aa Bench & stand Hisey-Wolf Machine Oo., Cincinnati, Ohio 


Direct Yes g-2 Portable 
K. D. Lee and Sons Co., Aberdeen, S$. De 


to 
on 
I 


Description Manufacturer 


GRINDERS, TOOL (Continued) 
Sype of Motor “BY. Pp, Type 


Drive Equipe bas 
Direct & Yes & No Bench Luther Grinder & Tool Co., Fond-Du-Lac, 
Belt : Wis. 
Flexible Yes i-3 Portable fall Tool Co., Chicago, 111. 
Shaft | 3 
Direct Yes To s Bench & Portable Millers Falls Cos, Greenfield, Mass. 
Direct Yes 4$~% Bench Milwaukee Elee. Tool CO., Milwaukee, Wis. . 
Direct, Ves Portable ' * Paramount Products CoO., New York, N. Y. 
. | combination 
Direct Yes z Bench Reynolds Elec, Co., Chicago, Ill. ‘ 
Direct Yes -1$ Bench Skilsaw, Ine.w, Chicago, Ill. 
Direct Yes Portable 
Direct Yes Bench & Portable Speedway Mfg. Co., CI CED.) ites 


Square D Co,, Detroit, Mich. 


Direct Yes =-10 Bench & Pedestal The Standard Elec. Tool Co., Cinginnati, 
Ohio 
Direct Yes Z-l Bench & Pedestal Stanley Elec, Tool Div., New Britain, 
Conn. 
Flexible LoS | 1/8-10 suspended & Stow Mfg. Co., Ene, Binghamton, N.Y, 
Shaft Portable 
Direct Yes Portable Syntron Co., Homer City, Pa. 
The United States Elec. Tool Coy, 
Cincinnati, Ohio 
Power driven grindstones U. S. Wind.Engine & Pump Co., Batavia, 
; deh 
Direct Yes +-$ Bench Welker Turner Co., Inc., Plainfield, ,, 
; Netds 
Direct tle 1s Bench Yates-~American Machine Co., Beloit, Wis. 
& Belt on Direct 
HEATERS, DAIRY WATER 
Type Type of Temp. Wattage 
Element Selim gee. hae 
Gravity 9-15 gal, _ 900-1000 Challenge GO.,, Batavia, Ill. 
Immersion 1-5 heats 7090-10000 Cutler-Hammer Inc., Milwaukee, Wis, 
Gravity 1250 Hsco Cabinet Co., West Chester, Pa, 


_ General Electric Co., Bridgeport, Conn, 
Pressure Strap-on 130-185 £90-1500 Hynes & Cox Blec. Corpse, Albany, N. Y.. 
& gravity 
Tllinois-Wis, Concrete Pipes& Tide CO., 
Beloit, Wis. 


Gravity Submerged 135-140 250 Losee Products CO., Hebron, Ill. 
3 ; National Steel Construction CO., Seattle, 
Wash. 
} Perfection Mfe, COrDy; Minneapolis, Minn. 
Gravity Immersion 160 200 Starline, Ine., Harvard; Ill, 


Strauss Elec. Appliance Co., Waukesha,Wis. 
Victor Products Corp., Hagerstown, Md, 
Wellman Bros,, Modesto, Calif, 

Wessix Elec. Heater Co., San Fran.,. Calif, 


Description 


HEATERS, STOCK TANK 
Temperature Wattage 


GontroL 


Automatic 
Automatic 


45-55 
56-50 


750 
1000 


HOISTS, ELECTRIC 


Capacity 
Lbs« 
250-4000 
250-1000 


2090-2000 


Motor Speed Sttd Lift 
Hoop.  (ft/ming Rts) 
1/3-1 B44 | 8 

3/8 11-43 18 

$-5 9-34" 16 


HOISTS, HAY 


IN@,e. at 
Drums 


Nog Of H.R. 
Control 


an 


Levers 
2 2-4 1000#6100' /iin. 


2.3 


0 


to 


INCUBATORS 


Type 


Cabinet 


wiat top. 


Capacity 
Chicks 

600-3500 

50-85 


Cabinet & 150-3300 


Flat top 


Cabinet 
Flat top 


1350-38080 400-5000 


Cab&Fl.top 832-5760 


Cabinet 


~ 4000-57000 


Capacity 


' Wattage 


200-565 
60-180 


150-840 


10 3000#@66'/min. 


Hatching 
Unit 

Yes 

Yes 


Yes & No 


Yes 


Manufacturer 


Farm Equipment Co., Kansas City, Mo. 
Warner Brooder & Appliance Corp,., 
North Manchester, Ind. 


Coffing Hoist Co.,“Denvidte, Ili, 
Harnisochfeger Corp., Milwaukee, Wis. 
Hesse-Ersted Iron Works, Portland, Ore. 
Louden Machinery Co., Fairfield, Iowa 
Robbins & Myer, Inc., Springfield, Ohio 
Shaw-Box Crane & Hoist Div., Muskegon, 
Mich. 
Universal hoist & Mfg. Co., Cedar Falls, 
Iowa 


Brown Industries, Inc., Sandusky, Ohio 

John Farrell & Son, Newton, N. J. 

Freeman Mfg. Co., Racine, Wis. 

Hesse-Ersted Iron Works, Portland, Ore. 

Hudson Nie. CO,,° Chicagowel lt. 

Ireland Machine & Foundry Co., Norwich, 
N.Y. 

Louden Machine Co., Fairfield, Iowa 

N. C. Miller & Son Mfg. Co., Dodgeville, 


Wis. 


0 8 1800#@130'/min. Universal Hoist & Mfg. Co., Cedar Falls, 


Towa 


American Elec. Incubator Co., New 
Brunswick, N.y wv. 
Belle City Incubator Co., Racine, Wis. 


Brower Mfg, Cov, Ovipncv an Er. 
Buckeye Incubator Co., Springfield, Ohio 
Bburfato: [neubator 0o., Burialo wen. v. 


Cugley: Incubator Co., White Pigeon, Mich. 
Globe American Corp., Kokomo, Ind, 


Cabinet (individual units of 2940 egg James Mfg. Co., Ft. Atkinson, Wis. 


capacity may be combined) | 


~ 2 


Oi tee 


Description Manufacturer 
Se eee ae See 


INCUBATORS (Continued) 


Type Capacity Wattage Hatching 
Chicks Unit 
Flat top 360-1080 No 
Cabinet 100-3300 lyon Rural Elec. Co., San Diego, Calir: 


Pies top. 138 
Master Incubator Co., Vancouver, Wash. 


Cabinet 076,.L162 Seo Yes Oakes Mfg. Co., Tipton, Ind. 
Table 60%, 100 
000-48000 Petersime Incubator Co., Gettysburg, Ohio 
Cabinet 400-2100 150-400 Yes Reliable Incubator & Brooder Co., Quincy, 
Table 50 60 Yes es 
Cabinet & 165-6000 To 1275 “Yes ole Helens Mig. Co.. Centralia, Wash. 
flat top 
Cabinet & 150-2100 To 600 Yes H. M. Sheer Co., Quincy, sil. 
flat top 
Cabinet 28080-78620 2000-4000 Yes The Smith Incubator Corp., Bucyrus, Ohio 
Flat top 150-2100 Yes Wisconsin Ironclad Co., Racine, Wis. 
Cabinet 2160 Yes A. HR. Wood Mfg. Co., Santa Crug, Celis, 


IRONS, SOLDERING 


Wattage Size 0zs._ 
79-350 16-48 Acme Elec. Heating Co., Boston, Mass. 
00-550 6-60 Anerican Elec. Heater Co., Detroit, Mich. 
Dominion Elec. Mfe. Inc., Mansfield, Ohio 
ess Hagle Elec. Mfe. CO., Brooklyn, N. Ye 
Klectric Heat Control Co., Cleveland, Ohio 
70-850 15-96 General Hlec. oe Schenectady, N. Y. 
00-550 135-60 ; Hexagon Elec. Appliance Corp.e, Roselle 
PEG. Ny ees 
60-115 Insuline Corp.,of America, New York, N. Y. 
100-370 10-46 landers, Frary and Clark, New Britain, 
~ Conn, 
40-200 Lenk Mfg. Co., Newton Lower Falls, Mass. 
50-160 Samson-United Corp., ROChSeSstGT. I). aye 
Stanley Elec. Tool Div., New Britain, Conn. 
60-550 12-60 Stromberg-Carlson Telephone Mfg. Co., 
ROCHe ster EN wey; 
Carbon arc heater 10-16 ozs, Suttle Equipment Co., Lawrenceville, Ill. 
5-500 8-60 Vasco Mlec. Mire. Cojo Angeles, Calif. 


Vulcan Blec. CO., Lynn, Mass, 


IRRIGATION EQUIPMENT. 


Portable overhead § ystens, quick American Rolling Mills Co., Middletown, 
couplings, & sprinkle -r heads Ohio 


Portable pipe for furrow & Sprinkler W. R. Ames CO., San Francisco, Calif. 
Lerisa tion 
Portable galvanized steel pipe, Beall Pipe and Tank Corp., Portland, Ore. 
‘revolving sprinklers for 50-60! diameter 
and stationary sprinklers oP 40' square 
coverage 


Description Manufacturer 


IRRIGATION EQUIPMENT (Continued) 


Sprinkler heads Buckner Mfg. Co., Fresno, Calif. 
Portable pipe, quick coupling California Corrugated Culvert Co., 
sprinkler heads Berkeley, Calif. 

Campbé1l Irrigation Co., Woodbury , Noe «is 
Sprinkler Heads Chicago Flexible Shaft Co.,’ Chicago, Ill. 
Well casing; suction & discharge pipe Dempster Mill Mfe. Co., Beatrice, Nebr. 
Sprinkler heads Farm Line Co., Wilsonville, Ore. 

Goulds Pumps, Inc., Seneca Falls, N. Y. 

Any equipment for control or Rk. Hardesty Mfg.-Co., Denver, Colo. 


conduction of irrigation water 
Lyne & Bowler Corp., Los Angeles, Calif. 


Portable pipé & Sprinkling heads Modern Irrigation Co., Stillwater, Minn. 
Sprinkling heads Me pee. Weea Vie s COs, [ie tour tagnuees 
Portable pipe Orezon Culvert & Pipe Co., Portland, Ore. 
Sprinkling heads Pasadena Sprinkler Co., Pasadena, Calif. 
Pipe couplings R. H. Pierce Mfg. Co., Hugene, Ore. 
Permanent overhead irrigation systems Skinner Irrigation Ody.,e Troy... Ubi0 
Sprinkler heads and control valves Thompson Mfg. Co., Los Angeles, Calif. 
for underground’ systems 
Pipe and sprinkler heads for © White Showers, Inc., Detroit, Mich. 


overhead and underground systens 


JOINTERS 
Type of Motor Mapacity H. P. ‘Type 
Drive Equipe _ InS.. ae ; 
Belt No 6° ray Floor & Boice-Crane Co., Toledo, Ohio 
oul , table . 
Belt ‘Yes & No 6 i «= - PL.&Tb1.Delta Mfg. CO., Milwaukee, Wis. 
Pelt No 6 = F1.&Tb1.Duro Metal Products Co., Chicago, Tll. 
Belt °. No 6 Table Heston & Anderson, Fairfield, Lowa 
Belt, Yes 6 Saw & lathe Messinger Mfg. Co., Tatamy, Pa. 
‘ combination 

Belt No 4&6 1/3-% Bench &Welker Turner Co., Inc., Plainfield, N. J. 

; xs Padestal 
Belt ° No a: Table Vates-American Machine Co., Beloit, Wis. 

LATHES (WOOD) } 
Type Of Hat PE’ oie Type Length 
Drive es Ins. ) 
Belt om cP ee. Bench & Floor 40-60 Boice-Crane Co,, Toledo, Ohio 
Equipment for making small lathe : Chicago Wheel & Mfg. Co., Chicago, Ill. 
with “handed” grinder supplying 
power 
Belt Bench & Fioor 37 Delta’ Mfg. Co., Milwaukee, Wis. 
Bere are Bench & floor 31-36 Duro Metal Products Co., Chicago’, T1l. 
Belt Vie Bench 30-54 Heston & Anderson, Fairfield, Lowa 
Hisey~Wolf Machine Co., Cincinnati, Ohio 
Belt s Saw & jointer 36 Messinger Mfg. Co., Tatamy, Pa. 
combination 


Be ee 


Description Manufacturer 


LATHES (WOOD) (Continued) 


Tvyoe Of Ee ee Type Length 
Drive Ins. 
Belt 4-1/3 Bench 30-57 Walker Turner Co., Inc., Plainfield, N. J. 


Direct, & 1/3-$ Bench & Floor 31-49 Yates American Machine Co., Beloit, Wis. 
Belt. 


MACHINES, MILKING 


A ee 


Type No. of H. P. Type of Units 


ee vermin s 


Note: Port indicates portable. Self indicates self-contained, 
Pipe indicates pipeline. Sin indicates single 
Ind indicates independent. Dou indicates double, 


Port 2 4 Self Ben H. Anderson Mfg. Co., Madison, Wis. 
Port 2-4 Z-1/3 Self Anderson Milker Co., Inc., Jamestown, N.Y. 
Pipe 2-4. Lsg-k | 
Port “Self Anker-Holth Mfg. Co., Inc., Port Huron, 
Mich. 
Pipe 1-10 4-3/4 Ina Babson Bros., Chicago, Ill. 
De Laval Separator Oo., Chicago, Tia, 

Fort £-sin Selr Dairy Equipment Co,, Lansing, Mich. 
Pore 1-dou Self Empire Milking Meching CO., West Chester, 
Pipe 2-5 $-1 Sin & Dou Pa. 

; Galloway Co., inewe Waterloo, Iowa 
Pipline (No pipe & fitting) Hinman Milking Machine Co., Oneida, Ne ¥: 
Pipe 2&4+4+1 Sin & dou International Harvester Co,, Chicago, Ill. 
Port 2 Self Michigan Milker Co., Lansing, Mich, 
Fort deo ene Sout The Myers-Sherman Co., Streator, Iii. 
Pipe 2&4 Sin & dou 
Port 2 4 Self Perfection Mfg. Corp., Minneapolis, Minn. 
Pipe 2-7 4.3/4 Ind 
Port 2 Ind Pioneer Mfg. Co., West Allis, Wis. 
Port de do8 Self Rite-Way Products Co., Chicago, Tile 
Pipe LB. iy 
Pipe Asc a2 Uebler Milking Machine CO.,.Vernon N.Y. 
Port 2 s Self United Dairy Equipment Co., West Chester, 

Pa. 

Pipeline (No pipe & fittings) Universal Milking Machine CO., Waukesha, 
Port Self Wis. 


MACHINES, THRESHING 


Size Te be 
12-24, 20-30, 20-35, 24-40 b-24 Messinger Mfe. CoO., Tatamy, Pa, 


eG) 


Description 


MIXERS, CONCRETE 


Capacity Petes 
Of Barrel 
Wheel barrow uy 


seems ere 


load per batch 


MIXERS, F. 


Type of 

Agitator 
Revolving 
Revolving 
Revolving 


Revalving 
Revolving 


Double - 
Spiral 


Revolving 


Screw 
serew 
Serew 


Revolving 


Revolving 


ea 


FEED 
Capacity 
Lbs. 


1000-4000 


S00=-2000 
700-2000 


1000-5000 
500-1000 


390-4000 


1000-2000 


1000-2000 
72700-2000 
20 Us bO 

£2 tons 
Zo 


100 


lype 


Portable, 


Mounted 


and unmounted 


Portable, Mounted 
and unmounted 
Porteble, Mounted 


and unmounted 
He P. Type 
5-15 Vertical 
3/4-2 Vertical 
1-3 Vertical 
b-D Vertical 
— Vert. « 
HOREeenta. 
5-15 Horizontal 
3-5 Vertical 
3 & 7 Vertical 
3/4-3 Vertical 
2-75 Vertical 


motor Horiz. 


Horizontal 


ee ee OT TT RN nA SET Ae 


Manufacturers 


Dain-Mfg. Co., Ottumwa, Iowa 


Dellinger Mfg. Co., Lancaster, Pa. 
Nelson Brothers Co., Saginaw, Mich. 


Anglo-American Mill Corp., Owensboro, 
Ky. 

CO. S, Bell Co., Hillsboro, m0his 

Brower Mfg. Co., Quincy, Ill. 

Burton Feed Mixer Co., Marshalltown, 

Lows 
Challenge Co., Batavia, Ill. 
De peed Mfa.0Co., Lancaster, Pa, 


The ¥. Be Ehrsam & Sons Mfg. Co., 
Enterprise, Ka 

The Fairfield Engineering Co., Marion, 
Ohio 

Grain Machinery Co., Marion, Ohio 

Gruendler Crusher & Pulverizer Coe, 
Sta LOumS, VMO. 

Hindemann & Shipp, 

S, Howes Co., Inc., Silveregrees 

Letz Hie. Cov mcrown (Pointy vines 

Papec Machine Co., Shortsville, N. 

Robinson Mfg. Co., Muncy, Pa. 

Jd. B. Sedberry, Ines, Franklin, Teno. 

H. M. Sheer cow; Quincy, Ill. 

Sidney Grain Machinery Co., Sidney, 
Ohio 

Smalley Corp., Manitowoc, Wis. 

Sprout, Waldron & Co., Muncy, Pa. 

Viking Mfg. Co., Jackson, Mich. 


ial $a iS) 


Seattle, Wash. 
N. Y. 


te 


Mfe. 


Messinger Co., Tatamy, Pa. 
Smalley Corp., Manitowoc, Wis. 


Description 


MOTORS, FRACTIONAL HORSEPOWER 


Manufacturer 


Size Start Run Speed Phase 
He Ha) Pe 
Note: Cap indicates Capacitor. Var indicates variable. 


S ph indicates. Split phase. Con indicates constant, 


Ind indicates Induction. 

Rep indicates Repulsion. 

Sq ¢ indicates Squirrel cage. 
Syn indicates Synchronous. 
Uni indicates Universal. 


Shaded pole and resistive cap 
S ph. Induction motors oe syn) 
Sa Lc Var a & oO 
Cap ind: Con . gin 
Cap ts aph eauni.. 


Cap Seplty syn, & uni 


Can, rep, ind, S ph, & sq c 


7 /S=h cope” Ant con ai 
1/8-1 cap ind con 1 
1/20-1/3 s ph con th 
1/6-1 sq ec 2&3 

sq ¢ var 1 


Rep ind & Ss ph 

Dove, Sapay 'rep ind) te cap aeconve var 
speeds 

1/30-1/16 uni 6000-7000 RPM 


1/80-l rep ind, s ph con& varl2& 


See ic 

1/6-3/45% jnep ind con 1 
1/6-3/4 cap ind con ai 
1/30-1/3 ous con uv 
4-3/4 sq ¢c con 2&8 
1/6-3/4 rep ind var ap 

+ S ph var 1 

o/4 sq c con 2&3 
L/6=1 rep ind var ieee) 3 


Advance, Elec. Co., St. Louis, Mo, 
Alliance MES. Go., mug e? Ohio 


Louis Allis Co., Milwaukee, Wis. 


Armour Elec. Mfg: Cos, Eriegeiad 


Baldor Elsed COSyist. Louis samen. 
Barber-Colman Co., Rockford, Ill. 
Bkack & Decker Elec. Co., Kent, Ohio 
Bodine Hlec. Co., Chicago, Ill. 

Do H Mite. Co. Toledo Clie 


.Brown-Brockmeyer Co., Dayton, Ohio 


LP 4 
vu 


no 


Century Elec. CO.) St. Louis, ales 


Crocker-iiheeler Elec. Mfg. Co., Ampere 
Sta., East Orange, N. J. 

Continental Elec. con Newark, Nw de 

Delco Products Div., General Motors 
Sales Corp., Dayton, Ohio 

Delta Mfg. Co., Milwaukee, Wis. 

Diehl Mfg. Co., Elizabethport, Ny we 


Dumore Co., Racine, Wis. 
Electric Motor Corp., Racine, Wis. 
Hlectric Specialty Co., Stamford, Conn. 


Emersoniklec. Mfg.vCo.)} Inc., Stemeumey 
Mo. 


Fairbanks-Morse & Co., Chicago, Ill, 


Fidelity Elec.’’Co., Lancaster, Pa. 

Fritzgerald Mfg. Co., Torrington, Conn. 

Flint & Walling Mfg. Co., Kendallville, 
Ind, 


Description 


Manufacturer 


MOTORS, FRACTIONLL HORSEPOWER (Continued) 


Size Start Run 
pee « 

1/6-1 sq-c¢ 

S-1 Wound rotor ind 
1/20-1/3 s ph 

=~ rep ind 
1/8-1 cap ind 
1/8-1 cap ind 
=~ rep ind 
1/8-1/3 sunlit) ein 
1/8-1 sq c 
1/50-1/6 s ph 
1/8-3 rep ind 
1/30-3 rep rep 
(ae cap ind 
1/8-1 sq c 


1/15-1 Multi-speed sq 


Slip rine, 


ind e 


1/6-1 Brush shifting 
1 


ae 
3/4-1 sq ec 

$-1 slip ring, ind. 
Gap, Ss ph 

1/10-3/4 rep ind 
1/8-3/4 sq ¢ 
1/8-3/4 cap ind 
1/20-% s ph 
1/12-1/3 s ph 
1/8-1 cap ind 
1/8-1 rep ind 
1/8=1 polyphase 
1/8-1 sq ¢ 
17/3041 rep ind 


Cc 


(Also special motors) 


1/6-1 
1/6-1 


Speed Phase 

con 2&3 

var os oO 

con 7 

con A 

con . A 

con dL 

con a 

con i 

con rege a 

con 1 

con 1 

con&varl 

con 1 

con e& oO 
3 

con &var 2 

var iH 

con fe 

var ac 3 

var at ore) 
3 

eon a 

con So 

con i 

con X 

con fi 

con Bs 

con ft 

Con 2& 3 

eon eee 

eon iT 

con ae dae, 

con ah 


General Elec. Co,, Schenectady, N. Y, 


General Industries Co., Elyria, Ohio 
Hamilton Beach Co,, Racine, Wis, 
Haydon Mfg. Co., Waterbury, Conn. 
Holtzer-Cabot Elec. Co., Boston, Mass. 
jowell Elec. Motors Co,, Eowell, Mich, 


Janette Mfg. Co,, Chicago, Ill. 


Jones Motorola Sales Co., New York, N, Y.« 


Kendrick & Davis Co., Lebanon, N. He 
Kimble Elec. Co., Chicago, Ill. 


Kingston-Conley Elec. Co,, Plainfield, 
N. J. 

Lee Engineering & Mfg. Co., Milwaukee, 
Wis. 

Leland Elec. Co., Dayton, Ohio 


Marble-Card Elec. Co., Gladstone, Mich, 
Marathon Elec. Mfg. Corp., Wausau, Wis. 


Master Klec. Co., Dayton, Ohio 


Master Appliance Mfg. Co,, Racine, Wis. 
Northwestern Elec. Co,, Chicago, Ill. 
Ohio Elec. Mfg. Co,, Cleveland, Ohio 
Peerless Elec. Co,, Warren, Ohio 


Se 


Manufacturer 


MOTORS, FRACTIONA AL HORSEPOWER (Continued) 


Start ‘Run 


S ph 


Polyphase’ 
cap ind 


+ 


Small ver speed ind motors 
3/4-15 watts 


1/8-1 
1/20-1/3 
1/6-1 


rep ind 
S ph 
sq oc 
can ind 
ph 
cap ind 
rep ind 
rep ind 
S ph 
cap ‘ind 
sq c 


rit 4 ‘ 
e-l Slip ring, wound 


rotor 


MOTORS, ONE HOR 
See See Ny ES 
Start Run 


(SEPOWER AND 
Spe ed 


52) 


oy 


Cap indicates capacitor 


Speed Phase 
var di 
con BSD 
eon ef 
con i 
con }) 
con Mo) 
eon El 
con 1 
eon i 
con a 
3 
econ Re 
con De 
con he 
econ BAS 
var&econe & 3 


OVER 
~ Phase 


S ph indicates Split phase 


Ind indicates Induction 
Rep indicates Repulsion 


Sq c indicates Squirrel Cage 


sq ec 


Sq ¢ & slip ring 


var 


ih 


2) 
a 


& 3 


A. Fy Redmond Co., Flint, Mich.” 
Reynolds Elec. Co., Chicago, II1. 


Robbins & Myers, Inc., Springfield, Ohio 
Rotor Corp. of America, Dayton, Ohio 
Russell Elec. Co., Chicago, Tia, 

Signal Bled. Mire. Com Menominee, Mich, 
BR. A. Smith Mfg. Co., Rochester, N. Y, 
Speedway Mfg. Co., Cicero, Ill. 


B. Fai Sturtévent Co., Boston, Mess. 

Sundt Engineering Co., Chicago, iia, 

Valley Elec. Corp., St. Louis, Moy 

Victor Elec. Products, Inc., Cincinnati, 
Ohio 


Wagner; Elees*Corp., St. Louis, Mo. 


The Walker-Turner Cos, Plainfield, Ne wis 


Warren Teléchron Co., Ashland, Mass. 

B. A. Wesche Elec. Co,, Cincinnati, Ohio 

Westinghouse Elec. & Mfg. COs, 
Pittsburgh, Pa, 


Syn indicates Synchronous 
Uni indicates Universal 
Var indicates variable 
Con indicates constant 


Allis-Chalmers Mfg. lee. Milwaukee, Wis. 
Louis Allis Co., Milwaukee, Wis. 
Armour Elec. Mfg. Co., Erie, Pa. 
Baldor Elec. Co., St. Louis, Mo, 


Barber-Colman Co., ROcktord, Tide 


ce 


Description 


Menufacturer 


MOTORS, ONE HORSEPOW:R AND OVER (Continued) 


3i2e ar 
ee ae 

1-10 sqe &rep.. 
1-20 cap 
1-40 rep 
1-60 Automatic 
1-600 sq c¢ 

1-550 Slip ring 
1-500 sq c 
20 Up 

l="75. Slip ring 
1-75 eq. 8 


ind var 
ind 
ind 
ind var 
ind 
var 
syn con 
var 


ay 
ue 
J 
2 
ra 


“ 


DOR T eee 
Paaa 


2 
1 
uy 
i 


wun | =6Spee Phase 


a & 


tS 


& 
& 


ae) 


1-73 Polyspeed, automatic & manual 


control 


1 Rep ind, cap & 3-phase motors 


1-200 sq ¢c var 
1-10 rep ind con 
1-5 cap cap var 
1-5 rep ind . con 
1-15 sqc con 
1-5 rep ind con 
1-5 Sac 

1-50 sq c con 
1-5 rep indy War 
1-10 rep ind var 
1-200 sq ¢ con 
1-200 Wound rotor,ind var 
20-200 syn con 
1-10 rep ind) “con 
1-10 cap Ide COR 
1-75 sq c¢ econ 
uf cap ined) eon 
1-5 rep ing con 
1-10 SQwe con 
1-5 Constant torque var 
1-3 Brush shifting var 
1-10 con 
1-25 Scc var 
1-25 Slip ring Liideyeven 

Capacitor type 

1-3 rep gle ME arekeral 
1-5 Sane con 
1-5 sqac con 
1-5 pep ‘aati con 
1-125 sq c con 
1-5 nep ind con 
1-10 sq c con 
1-5 rep ind con 


a ee oe 


nw 


VRP RPNURFE DD 


Sa 
gt 


(DAE RASIs St ml aes 


BS 


Wr Fords 


oe 


wR WH 


raga 


oo 
CN 


Brown-Brockmeyer Coe, Inc., Dayton, Ohio 


v4 
Century Elec. Co., St. Louis, Mo. 

3 Continental Elec. Co., Newark, N. J. 
Crocker-Wheeler Elec. Mfg. COe, 

re) Ampere Sta., East Orange, N. J. 

3 


Delco Products Div., General Motors Sales 
Corps, Dayton; Ob10 

Delta Mfg. Co.,; Milwaukee, Wis. 

Diehl Mfg. Co., Elizabethport, N. J. 


clon 


CN 


Electric Specialty Co., Stamford, Conn. 


Emerson Elec. Mfg. .Co., Inc.; Ste Louis, 


M Oe 


; 3 Fairbanks-Morse & Co., Chicago, Ill. 


Flint & Walling Mfg. Co., Kendallville, 
PG 
General Elec. Co., Schenectady, N. Y. 


Fowell Elec. Motors Co., Howell, Mich. 


Janette Mfg. Co., Chicago, Ill. 
Kimble Elec. Co., Chicago, Ill. 


Kingston-Conley Elec. Co., Plainfield, 
Nags 
The Leland Elec. €Go., Dayton,, Ohio 


Marathon Elec. iifg. Corp., Wausau, Wis. 


Marble Card Elec. Co., Gladstone, Mich. 
Master Elec. Co., Dayton, Ohio 


Peerless Elec. Co,, Warren, Ohio 


le TG) ww 


Deseription 


Manufacturer 


MOTORS, ONE HORSEPOWER AND OVER (Continued) 


Size . Start .Run Speed : Phase 

Tele Pe. 4 

1-5 rep ind’) “con in 

1-400 sac con OGD 

1-75 rep. Lodi KOOL. uu 

1-50 ‘sq c EC OTD Bat) 

1-25 Slip ring, wound rotor 2 & 3 
var 

20 up syn con 2&3 

MOWERS, ELECTRIC 
Motor H. P. Width of Type of 
Equip. Cut-Ins,. Cutter 


Wes 2-5 ‘T6216 Rotating blade 


Yes | 18 Revolving blades 


OIL BURNERS 


Gade O14 Sisal bos 
Per hr, Installed 


Radiation 
We ter oteam 


1-5.5 S800-1550 
W1300-2500 


i ae -S600 W1000 


1-3 5600-900 
W960-1440 
0.75=5 5300-2000 
W485-3280 
S500-1400 
W800-2240 . 
1-24 S2£00-10000 
W350-16000 
1.1-1.8 5350-540 
W550-850 
1.65-10 S412-2500 


W660~-4000 


Motor 


H 


He P. 


1/8-1/6 


ie=1/6 


1/8-1/6 


1/6 


Robins & Myers, Inc., Springfield, OHIO 
Hf. A. Smith Mfg. Co.; Rochester, N. Y, 
Wagner Elec. Corp., St. Louis, Mo. 


Westinghouse Elec. & Mfg. Co., 
Mansfield, Ohio 


Karl E. Wright, Chattanooga, Tenn, 


H. C. Dodge, Inc., Boston, Mass. 

Lawn -Vacum Co., Stockton, Calif. 

Louisville Elec. Mfg. Co, Louisville, 
ky. 

New Holland Machine 00, New Holland, 
Pa e 

Roberton Mfg. Co., Michigan City bn. 


Airtemp Div. of Chrysler Corp., Dayton, 
Ohio 

American Radiator & Standard Sanitary 
Corp., New York; N. Y. 

Auburn Burner Co,., Auburn, Ind. 

Automatic Burner Corp., cutee pis 

W. M. “Bennett Corp., Omaha, Neb. 

Chalmers Oil Burner Co,, Minneapolis, 
Minn, 

Conco Corp., Mendota, Ill. 


Crane Co., Cliicago,) Pian 

Electrol, Inéh, Cliftem, Nawa 

FrankYin Odi Heating, Inc., Columbus, 
Ohio 


Gar-Wood Industries, Ine., Detroit, Mich. 


Holland Furnace Co., Holland, Mich, 


Description 


OIL BURNERS (Continued) 


Gal. Oil Sq. ft. Motor 
Per hr. Installed. H. Pe. P. 
: bd Radiation 


Water Steam 
Room oil: burner 1200-12000 cu.ft. 


s~4 $550-1385 
W880-2215° 
0.6-27 $600-8000 = 1/6-1/3 
= W960-12800 - | 
0.75-4.75 S2Z25-1425 1/30-1/20 
W450-2850 ait? 
218-9 - $625-2250 1/6: 
ys. W1000=3600 Bey 
1-6 --:: §600-2000 -  1/8-1/6 
+ 4, 4960-3200 | 
1-5 w2500 


Room heaters: & burners for misc. purp. 


1-3. : 
1-5 S$300-1650 ;- .'1/6 
. ~  . W480-2400 
0.075~-26D iY 
1-10 S$700-4000 1/8-1/6 
-- - W900-6400 
1.35-8 31200-2400 1/6 
$465-970 1/6 
W725-1550 
$400~1325 1/60~1/20 
, - W300-2120 
5-25 $150-7500 1/10-1 
1.2-2 S$500-640 1/6-3 
POULTRY WATER WARMERS 
Type lattage Temperature 
Hotplate & 150 (Thermostatic con- 
Immersion trol, fountain 


heaters) 
Immersion 7750-10000 (Thermostatic 
control, 5 heats) 


Manufacturer 


International Oil Burner pred St. LOULS, 
Mo. 
S, T. Johnson Co+, Oakland, calif. 


Kleen Heet, Inc., Chicago, Ill. 
Landwehr Heating Corp., Philadelphia, Pa. 


pie aig TUNG a; Bettendorf, Towa 
: le Bie 2c Ly AG 
The New-Way denne! Rock Island, Ill. 


OIL-ELEC-TRIC Co., Minneapolis, Minn. 

Progressive Machinery Co., Minneapolis, 
Minn. 

Reit—hexoil, inex), Buttaroy th. i¢ 

Round Oak Co., Dowagiac, Mich. 


Sigwald Engineering Corp., Minneapolis, 


Minn. 
Silent Sioux Oil Burner Corp., oe 
City, Lowa. 


Stevens-Root Co., Chicago, Tue 
Sundstrand Engineering Co., Rockford, Ill, 


Syncero-Flame Burner UCR Willimantiec;. 
Conn. 

Timken Silent Automatic Division, 
Detroit, Mich. 


Williams 0i11-0-Matic Heating Corpe, 
Blooming tong Tae ee) hw, 
York O11) BurnersCorp., “York, Pa. 


Brower Mfg. Co., Quincy, I1ll.”. 


Cutler-Hammer, Inc., Milwaukee, Wis, 


Edison General Elec. Appliance Co., 
Chicago, Ill. 


ALL ee 


Description 


POULTRY WATER WARMERS (Continued) 
Wattage Temperature 


Type 


Lamp bulb heater for trough 


Immersion 15-700 
Immersion 200 


Totplatem .dS-L00); 

Immersion 20-75 

Trough ‘& 79-100 
Fountain 


Immersion 


Immersion 200 


Heated fountains 


Immersion, 


Pank 150 


POULTRY WAXER 


Thermostatic 
Thermostatic 


4 heats 
05-65 


a6) 


00-55 


100-200# size, 1500 & 3000 watts 


110 & 220 volts 


POULTRY-WAX REMELTER 
element, 


Stand, heating 
wax tank 
Stand, 


heating element, 


Strainer, 


wax tank, 1600 watts-115 volts 


PUMPS, CIRCULATING 


Type Capacity H. P HawPsy) Type of 
Gal/min, Drive 
Centri- 10-1600 3/8-75 YVoBelt% 
fugal Direct 
Centri,..500 = 30 Direct 


PPO OS 25.14. 


Centri. 39-1250 


Gentri. 32-550 


0.05-0.15 Belt & 
Direct 


1-50 Direct 


0.43-14.5 Direct 


strainer, and 


Manufacturer 


James Mfg. Co., Ft. Atkinson, Wis. 

Louden Machinery Co., Fairfield; Iowa 

Lyon Rural Elec. Co., San Diego, Calif. 

Makomb Steel Products Co., Macomb, Ill. 

National -Eléc. Appliance Co.; ‘Cleveland, 
Ohio 


‘Oakes Mfg. Co., Tipton, Ind. 


Proctor Elec. Co., Philadelphia, Pa. 

Reliable Incubator & one CO, Quancy 
TL 

St. Helens Incubator Cov, Centralia, 
Wash. 

H. M. Sheer Co, Quincy,” 44, ; 

Shenandoah Equipment Corpse, tarrisonbure, 
Vae 

Trumbull Elec. Mfg. Co., Plainville, 
Cohn. °* Re 

Warner Brooder & Appliance Corp., North 
Manchester, Ind. 

West Bend Aluminum Co., West Bend, Wis. 

Westinghouse Elec. & Mfg. Co., Mansfield, 
Ohio j ; 


Apothecaries Hall Co., Waterbury, Conn. 
Hlectraciarn Equipment Cow, Auburndale, 
Mass. 


Apothecaries Hall Co., Waterbury, Conn. 


Klectric Farm Equipment Co., Auburndale, 
Mass, 


Allis-Chalmers Mfg. CO., Milwaukee, Wis. 


American Marsh Punps, Inc., Battle Creek, 
Mich, 

Aurora Pump — Aurora, TLD. 

Byron Jackson Co., Los Angeles, Calif, 

Cherry-Burrell Corp., Cincinnati, Ohio 

The Creamery Package Mfg. Co., Chicago, 
Tye 

Decatur Pump Co., Decatur cl did. 


ae thie teen 


Description 
PUMPS, CIRCULATING (Continued) 
Type Capacity H. P.- Type of 
Gal/min. Drive 
Centri. 10-3600 ¢-90 Direct 
Circulator 5 - 1/6~4 Direct 
Centri. He Direct 
Centri. 5-1200 4-40 Direct 
Centri. 10-450 3-15 Belt & 
Direct 
Centri. 5-1300 0.06-50 Belt & 
én Direct 
“Centri. 10 Direct 
Centri. 120 1/6-1/3 Direct 
Gear 0.3-27.6 1/6-3% Direct 
Centri. 4-15 + Direct 
Rotary- 10-400 1/3-20 Belt 
vane . 
Centri., 25-050 3-40 | Direct 
Gen tree Opens Ziel fab Dizect 
PUMPS, DEEP WELL 
‘Type Capacity H. P. Head ‘Type of 
Gal/hr. ft. Drive 
Note: Cen indicates centrifugal 
Cys indicates cylinder 
Tur indicates turbine 
Cyl 170-4950 4-2 Belt 
Cen 10-1600 Bie 75 10-300 V-Belt 
Direct 
Submer- 5-950 | Direct: 


sible Dil cme 
Gen  300-55000 1-29 40-700 Direct 
Tur 25-65 GPM Direct 
Cyl 200-550 1/3-1 125-425 Belt 


Deming Co., Salem, Ohio 

Hseo Cabinet Co., West Chester, Pa. 

Everite Pump & Mfg. Co., Lancaster, Pa. 

Fairbanks-Morse & Co., Chicago, Ill. 

Frederick Iron & Steel Co., Frederick, 
Md. 


rf Gardner-Denver Come Cainer FELL). 


Goulds Pumps, Ine., Seneca Falls,N. tks 


B. A. Kaestner Co., Baltimore, Md. 

The Kehm Corp., Chicago, Jll. 

Luitwieler Corp., Rochester, N. Y. 

ice Mfe.. Co., Rutland >-Vt. 
Micro-Westco, Inc., Bettendorf, Iowa 

Ni be Oberdorfersprass (Gon), yee 
N. Ye 

Pine-[hrig Machine Gove Oshkosh, Wis. 

Stevens-Root Co., Chicago, Ill. 

The Trane Co., LaCrosse, Wis.. 

Victor Products Corp., Hagerstown, Md. 

Williams 0i11-0-Matic Heating Corp., 
Bloomington, Ill. 


Aermotor Co., Chicago, Ill. 
Allis-Chalmers Mfg. Co., Milwaukee, Wis. 


‘American-Marsh-Pumps, Inc., Battle Creek, 


Mich. 


Aurora Pump CosjyAurora, TLS 

MevLe Bayard & Co,, Inc.,° Philadelphia, 
Pae 

Baker Mfg. Co., Evansville, Wis. 

B & B Tool Corp., Calumet City, Ill. 

Berkeley Pump Corp., Berkeley, Calif. 

Byron Jackson Co.jsLos Angeles, Calif. 

Challenge Co,, Batavia, Ill. 

Chandler Co., Cedar Rapids, Iowa 


- 39 = 


Description 


PUMPS, °DERP WELL (Continued) 


Manufacturer 


Type  CapacityateewP. Head Type of 
gal/hr. Caen Drive ; 
Weds Chicago Pump Co., Chicago, Ill. _ 
‘Columbiana Pump Co., Columbiana, Ohio 
Cyl 100-2700 1/3-5 200-640 Belt Ae D. Cook, 'iIné., Lawrenceburg, Ind. 
Pus Direct 
Cyl 170~980 1/3-3 146-450 Belt Crane €O., Opteaso, Liis 
Cyb LES211479 173-2) 7528007) VeBelt Dayton Pump & Mfg. Co., Dayton, Ohio 
Cyl 9200-975, 1/S3-1s'40=200" Belt Decatur Pump Co., Decatur, rea 
_ Cyl _ 100-410. 1/3-1 20-290 V-Belt Delco Appliance Div., General Motors 
sales Corp., Rochester, N. Y. 
Cyl 190-3635 1/3-10 25-300 -Dir&Blt.Deming Co., Salem, Ohio 
Tur. 15-2500 3 Dir&Blt. | . 
Gyles /200S1875 1/3-3 30-500 Belt Dempster Mill Co., Beatrice, Neb. 
Plunger Dorward Pump Co., San Francisco, Calif. 
DuroeGes, Dayton, Ohio 
Cyl (180-1000 2-3 20-700 -Beit Everite Pump & Mfg. Co., Inc., Lancaster, 
; Pa. 
Tur .35-2150GPM 4.50  Dir&B1lt.Fairbanks-Morse & Co., Chicago, Ill. 
Cyt eW6G=5010-. 1/345 230 Belt 
Cyl To 4636 1/3=10 Belt Flint & Walling Mfe. Co., Kendallville, 
s Ind ° 
Cyl 120-1950 4-3 200 Belt Ft. Wayne Eng. & Mfg. Co., Ft. Wayne, Ind. 
aan AL Galloway’ Co., Inc., Waterloo, Towa 
Cyl .» 115-5490 Saar S90 Belt Goulds Pumps, Ine., Seneca Falls, N. Y. 
Cyl 190-1175 1/3-14.375 Belt Heil Co., uilwaukee, Wis. . 
Cyl 155-880. 4-1 S75 Belt Heller-Aller Co., Napoleon, Ohio 
Turi 20046500, 10-200) Dir & Blt. Byron Jackson Co., Los Angeles, Calif. 
Cyl 80-1325 4-3 £90 Belt Kewanee Private Utilities Co., Kewanee, 
- TAs 
ie SOQ0-6000GPM 5-500H.P. Dir&Blt.Layne & Bowler Corp., Los Angeles, Calif. 
Luitwieler Corp., ‘Rochester, N. Y. 
Cyl 190-2350 1/3-3 445 Belt Mast, Foos & Co., Springfield, Ohio 
A. Y. McDonald Mfg. Co., Dubuque, Iowa 
Cyl - 160-1875 1/3-=3 550 Belt McKays Co.., St. Paul, Minn. 
Monarch Eng. Co., Dayton, Ohio 
Cyl S00-1000 Jack The F. E. Myers & Bro. Co., Ashland, Ohio 
CyewS0=5504 25 1/825 hey Belt | 
Cyl 190-480 1/3-3/4 Belt Nelson Bros, Co., Saginaw, Mich. 
mia M. L. Oberdorfer Brass Co., Syracuse, N.Y. 
Cer S600 1-5 _ 600 Peerless Pump Div., Los Angeles, Calif. 
re 0-750 
Propeller 2-200 
Ture) e600=3600° 3/4=3. ; Direct Pomona Pump Co., Pomona, Calif. 
Tur ry + Red Jacket Mfg. Co., Davenport, Iowa 
Cyl 200-1400 s-14 350 V-Belt 


H.P.motor.included The George J. Roberts Co., Dayton, Ohio 


Pump heads, 1/3- 1 
Rocklin Mfg. Co., Sioux City, Iowa 


Cyl pol Belt Geo. D. Roper Corp., ROCK LOTUS! Lise 
Uys a 5-0 Belt Rumsey Pump Co., Seneca Katioe N oe 
Cyl : V-Belt Shetler-Calkins COs, Clio, Mich, 

Cyl 050-1840 4-1/3 500 aaah Sta-Rite: Products, ine. Delaven, Wis. 
Cyl 620-5000 lg- LO Chai Uniflow Mfg. Co., Erie, Pa. 

Tur  50-2000GPM $-80 haaes Western Land Roller Co., Hastings, Neb. 


SRP Na oe 


Description Manufacturer 
PUMPS. EJECTOR 
Capacity ee Head Type of 
Gal/hr. Fte Drive 
200-5300 5-5 20-120 Direct American-Marsh Pumps, te Battle Creek, 
: . ‘ Michigan 
- 200-6000 $25 Shallow well Direct Berkeley Pump Corp., Berkeley, Calif. 
180-2400GPM1-5 200 Direct 
A. D. Cook, Inc., Lawrenceburg, Ind. 
175-1335 22 30-90 Direct Decatur Pump Co., Decatur, Jil. 
200-1250 +1 20-100 Direct Deming Co., Salem, Ohio 
700-Z000GPM 1/3-13 Shallow Direct borward Pump Co., San Francisco, Calif. 
lig as well ; 
175-1500GPM 1/3-13 Deep well Direct 
20-5500 $#-5 . 20-150 Direct Fairbanks-Morse & Co., Chicago, Ill. 
100-1600 1/3-1 70 Direct Gould Pumps, Inc., Seneca Falls, N. ¥. 
P9C-1800 ~91/S=1.° 100 Direct Micro-Westco, Inc., Bettendorf, Iowa 
350-10000 +-10 12 Direct The ¥, BE. Myers & Bro. Ca., Ashland, Ohio 
250-7 800 #~10 20-120 Direct red Jacket Mfg. Co., Davenport, Iowa 
170-1500 LAS 20-LO0 Direct Sta-Rite Products, Inc., Delavan, Wis. 
180-7200 4-10 20-190 Direct Sterling Pump Co., Hamilton, Ohio 
PUMPS, IRRIGATION 
Type “Capacity H. Pe Head anew of 
Cal/mity. Ft. Drive. 
Note; Gen indicates centrifugal | 
Cyl indicates cylinder 
Tur indicates turbine 
Pro indicates propeller 
Cen 1s00 3o75 10-300 Direct Allis-Chalmers Mfg. Co., Milwaukee, Wis. 
& V-B8elt | 
Tur 00-950 1-29 40-700 Direct American-Marsh Pumps, Inc., Battle Creek, 
Miehs 
jibes 5500 Dirke it. £OPoOrs Puno Co. wurdre, eeio. 
' Burfalo Pumps, Inmc., Burfalo,. Ne XY. 
Cen 45-1250 1-30 50-300 Dir&Blt.Byron Jackson Cow, Los Angeles, Caliz. 
Chicago Pump Co., Chicago, Jil. 
as Dir&Blt. Ae .B. Gook, Inc. Lawrenceburg, sind. 
ae 15-2500 Dir&Blit. Déming 0d., Salem, Ohio 
Cen 10-2000, 1-20 10-100 Dir&Blt Dempster Mill rs. Beatrice, Nebr. 
ue 35-2150 20  DirsBlt. Fairbanks-Morse & Co., Chicago, Ill. 
Cen O-1200 e740 20-260 Direct 
f Frederick Iron & Steel Co., Frederick, Md. 
Cen 10-450 $r15 10-100 Dir&Blt.Gardner-Denver Co., Quincy, Ill. 
Cen 95-1800 0.06-50 110 Belt Gould. Pumps, Inec., Seneca Fails, N.Y. 
Cen 10-1500 eee 4 Direct LaBbouryGo8; Inc., Bikhert) ind. 


poe ge 


ahane 
Cen 


De 


PUMPS , 
ee 
Gal /mins 
500-6000 


5-420 


‘S0GPM up to 


Tur & Pro 1-750 
Rotary- 5 up 


Ve.ne 


Pro 
Tur 
Tar 
Cen 
Cyl 


Cen 
aiiaie 


1L000-100000 


“6000-15000 : 
15-50 
‘10-300 


IRRIGATION 


seription 


ened 


( 
iy Poy He 
5-500 
$-30 
135 


20-145 Shall Ow well 


70-450 - 
00-2000 


PUMP, JACK 
Type of 
Drive 
Belt 


Bl T&GE ear 
Belt..- 
Belt 


BLteDir. 
‘Belt . 


Continued ) 


Type of 
Drive 


Dir & Belt. 
1-1350-- Direet 


10-350 Direct 
60-in. discharge 


Dir & Belt 
V-Belt 


Panceeiy 
Direct 


10-480 V-Belt 


25 10-300 Direct 
Ghain 
220 Direct 
*-100 Ber to B1G. 
cS 
Max.Lift Stroke Motor 
PG. IMs. “HouiD. 
400 4—9 


-— 
Na 


Layne & Bowler Corp., Rochester, 
‘Luitwielér Corp., Rochester, N. 


N.Y. 


My 


The Pf. EB. Myers & Bro, Co., Asiiand, 


Ohio. 


‘Micro-Westco, 


Ma 


Morris 
NCES 


Peerless Punp Div.; Los Angeles, 


Pine-Ihrig Machine Co,, Oshkosh, 


chine 


Works, 


Inec., Bettendorf, 
Baldwinsville, 


Towa 


Calif... 
W i Se 


Pomona Pump Co., Pomona,’ Calif. 


Red Jacket Mfes. 


iia Geo. 
Rocklin 
Rumsey 

Western 


like aecionet 
Worth 


neton 


Harri sons 


J. 


1 


AT 
IN a ° 


Roberts 
MiPg. Co., siloux City; “fowa 
Pump Corpse, Seneca Wallis; N.Y. 
tand Roller-Go., Hastings, 
Pump & Machinery Corp., 


Co., Davenport, Iowa 


Co., Dayton, Ohio 


; 


Neb. 


Acme Machine 7 Minneapolis, Minn. 
Asrmowor Coo, “Ghicarzoy Fi. 
Baker Mtge, oat Evansville, Wis. 
Brilbiow-Llrom Works, SriGeons Wis. 
hel lenge Coe, batavyie, tbe. 
Ae De Cook, Ines, lawrenceburoy ind. 
Cushman Motor Works, Lincoln, Nebr. 
Dain Mfg. Co., Ottumwa, Iowa 
Deere & CO. ,  MOhiie gees 
= CoO., Salem, Ohio 
Dempster Mill Co., Beatrice, Nebr. 
Fe irbanks-lorse & Co., Ghicagowsiiis 


Bue Wicbe kee | 


if nd ° 
Ga lower rCO. 5. 19, , 
Gould PURDS, “EG, 
élier-Aliler Co. } 


rc Me te Nek Kot abil 
iis 
Phe La 


ional 


Ne 


‘58 


3a 
ap 


5) 
Co 


Waterloo, 
eneca 


me Lis. 


«, Kendallville, © 


Towa 


way. 


poleon, Ohio 


; w Holstein, 
Sr CO5 5 Sphinerre ie Ohio 
Ss & ia Or. COs, Ashland, 


Baie spanat Chicago, 


Wis. 


Description 


PUMP, JACKS (Continued } 


Fister. Type of Max.Lift Stroke Motor 
Drive Ft. Ins. Equip. 
9-3/4 Belt 200 5-10 No 
Peat Bélt — 4-6 Yes 
4-5/4 Belt ' 300 4-%5 No 
1/3-5 Belt 300 6-10 Yes 
1/3-2 V-Belt 235 4-9 Yes-No 
£-5 V—Helt 50200145 478). Yes 


PUMPS, MILK 
Capacity H. P. Motor Type of 


Type E 
Gal/min. Equip. Drive 
Centri- 500 +30 Yes «Direct 
fugal 
G@entrs ., 0-259" a-1le) 1 Yes! Direct 
Rotary- oO up | Yes V-belt 


vane 


PUMPS, SHALLOW WILL 


RR I I 


Type Capacity Hse P. Head «Type of 
Gal/nr. / fie ee lcave | 


Cen indicates centrifugal 
Cyl indicates cylinder 
Tur indicates turbine 


Note: 


Cyl 250-500 i-2 Belt 


Cen 10-1500GPM §-75 300 
Tur 300-3000 8-5 250 


Tur To 9000 : 
Tur 325-1200 4-1 200 


Lrect 
Tar Direct 
Cyl 265-600 1/6-% V-Belt 


either et 
lift Belt 


"Cyr 275-1100 “S41 22" 
Cyl 350-1200 4-14 22! 


V-Belt&Dir.Allis-Chelmers Mfg. 


Manufacturer 


Nelson Bros. Co., Saginaw, Mich. 

Oakwood Mfg. Co., Grover Hill, Ohio 

Rocklin Mfg. Co., Sioux City, Towa 

Rumsey Pump Corp,, Seneca Falls, N. Y, 

Sta-Rite Products, Inc., Delavan, Wis. 

Stover Mfg. & Engine Co., Freeport, 
us 

U. S. Wind Engine & Pump Co,, Batavia, 
ro. . 

Woodmanse Mfg. Co., Freeport, Ill. 


American-Marsh Pumps, Inc., Battle 
Creek, Mich. 

Sherry-Burrell Corp., Cincinnati, Ohio 

The Creamery Package Mfg. Co., Chicago, 
Te 

Byron Jackson Co., Los Angeles, Calif. 

Mennihe Mfg. Co., Rutland, Vt. 

Micro-Westco, Inc., Bettendorf, lowa. 

Pine-Ihrig Machine Co,, Oshkosh, Wis. 

Victor Products Corp., Hagerstown, Md. 


Aermotor Co., Chicago, ill. 
Co., Milwaukee, 


tre 
WLS e 


Belt & Dir.American-larsh Pusaps, Inc., Battle 


Creek, Mich. 


Belt & Dir.Aurora Pump Co., Aurora, Ill. 
DL 


Challenge Co., Batavia, Ill. 

Chandler Co., Cedar Rapids, lowa 
Chicago. Pump Co., Chicego, (11s 
Columbiana Pump Co., Columbiana, Ohio 
A, D. Cook, ine.) «Lawrenceburg; ind. 


Crane ©€o., Chicago, Illi. 
Dayton Pump & Mfg. Co., Dayton, Ohio 


Deseript ion 


PUMPS, SHALLOW WELL (Continued) 


Type Capacity He P. Head Type %or 
Oa fan Ft. Drive 
Tur 200-450 

Cyl 2254800" |. l/6—s 22 geet 
Cen 12-3600GPM 15s: Direct 
Cyl 250-4800 1/6-10 25'lift Belt 


Belt 
10-100 Blt&hir. 


Cyl 250-750 1/6-% 
Cen 110-2000GPM1-20 


Cyl 
Gy ly eS OS450 1/6=3/4 28° Lift Belt 
Cyl 225-1000  -1/6s1, 22' ire pels 
Cen 15-1200GPM 5-40 260 Direct 
Cyl 285-600 1/6-2 22tlift Belt 
Cyl 150-1500 1/6=2) 22ast+ pelt 
Cyl 250-4000 1/6-5 22'lift Belt 
Cote O0r 000M 1 / beter Belt 
Ceh 43-1250GPM 1-30 15'lift Dir&Blt. 
Cyl 225-2000 4-2 Zomeror helt 
Cyl 350 + 22:1 itt Belt 
Cyl 265-1000 1/6-1 22'lift Belt 
Cyl 500-3000 4-2 POVIEEY Belt 
Tur O420GPM 2-35 28'lift Direct 
Cyl 4-+76GPM == e5'lift Belt 
Gen .25=860 4-30 25'1lift Direct 
Cale 1222-445 1/6-1/3 22'lift Belt 
TGyne 250-400 1/654 Belt 
Tur & propeller 1-750 Belov 
Dies 
Cyl! 250-300 1/6-¢)). 221 Litt Belt 
Rotary 300 up V-Belt 
Tax 600-1L500GPM Direct 
Propeller 1000-100000 GPM Direct 
Cen 10-300GPM 4-25 500 Direct 
Cyl 125-500 se0 PB Miet Belt 


Manufacturer 


1/6-1/3 28'lift Direct Daontan Pump & Mfg. Co., Decatur, I11. 


Delco Appliance Div., General Motors 
Sales Corps, Rochester, No ¥. 

Deming Co., Salem, Ohio 

Dempster Mill Co., Beatrice, Nebr. 

Dorward Pump Co., San Francisco, Calif. 

Duro Cos, Dayton, Ohic 

Everite Pump & Mfg. Co., Inc., Lancaster 
Fea. 

Fairbanks-Morse & Co., Chicago, Ill. 

Flint & Walling ute. COR: Kendallville, 
iad . 


Fort Wayne Eng. & Mfg. Co., Ft. Wayne, 
Ind. 

Frederick Iron & Steels Co., Frederick, 
Md. 

Galloway Co., Inc., Waterloo, Iowa 

bey Pumps, Ine., Seneca Palish N» Ye 
eil Co., Milwaukee, Wis 
yron Jackson Co., Los Angeles, Calif. 

Kewanee Private Utilities Co., Kewanee, 


Las 
Lerio Patent Cup )C6., Mobile® Ala. 
Luitweiler COFp., Rochester,- Nw vy. 
A. ¥. MeDonaid Mfe, Gow; Dubuque , Iowa 
MeKays ‘St. Paul, Minn. 
Mast, “FOOs), Cor, Sovinewie la, Ohio 
Micro-Westco, Inc., Bettendorf, Iowa 
The F. EK. Myers & Bro. Ashland, 
Ohio 
National Water Lift Co. , Kalamazoo, 
Nelson Bros, Co., Saginaw, Mich. 
M. L. Oberdorfer Brass Co., Syracuse, 
Nie aia 


te 
Gays 9 


CO., 


‘Mich. 


> 
Peerless Pump Div., Los Angeles Serealie, 
Peters Pump Co., Kewanee, Ill. 
Pine-Ihrig Mechine Co., Oshkosh, Wis. 
Pomona Pump Co., Pomona, Calif. 
Jacket Wife. 


Red - CQO., Davenport, Iowa 


a sL. en 


Description 


PUMPS, SHALLOW WELL (Continued ) 
Type Capacity He. Head Type of 


Gal/hr. . Fb...) Drive 
Cyl 250-450 1/6-1/3 Belt 


Cyl 200 

Gear 200, “S00 
Cyl 200-4800 
Cen 1O-LOOOGPM 


Direct 
Direct 
240-635 Belt 


a ia HME ANE 
{ ~“ 

a 

O wiPalE 


Cyl V-Belt 
Clee p 200.) | Sa ee Belt 
Cyt 250600 1/6-5 V-Belt 
Cen 5-2 00GPM B00 Direct 
Cyl 720-3600 +75 Chain 
Type or Purpose ‘Compressor 
Equipped 


Reach-in & walk-in coolers No 


Tee @eream cabinets 
Reach-in & walk-in coolers 
Refrigerated display cases 


Reach-in coolers & Meat display No 
cases 


Reach-in coolers Yes 
Reach-in & walk-in coolers Yes 
Dry beverage coolers Yes 


Manufacturer 


The Geow J. Roberts Go., Dayton, Ohio 
Rocklin Mfg. Co., Sioux City, Lowa 
Geo.D. Roper Corp., Rockford, Jil. 


Rumsey Pump Corp., Seneca Falls, N. Y. 


COC wmeaie sce BLT. 


Shetler-Calkins Co.,- Clio, Mich. 
Spence Eng. Co., Inc., Walden, N. Y. 
Sta-Rite Products, Inc., Delavan, Wis. 
Sterling Pump Co., Hamilton, Ohio 
Uniflow Mre¢,.co., Erie, Pac” 


Baker Ice Machine Co., Inc., Omaha, Nebr. 

Borg-Warner Corp., Norge Div., Detroit, 
Mich. 

Brunner Mfe. Co., Utica, N.Y. 

Cyuprierm! Corp. doyracuse, Ni. 

Copeland Refrigeration Corp., Sidney, 
Ohio 

Corozone Air Conditioning Corp., 
Cleveland, Ohio 

The Creamery Package 
Bel 

Edison General Blec. Appliance Co., 
Chicago, Jil. 

Eseo Cabinet’'Co., West. Chester, Pa. 

Frick Co., Waynesboro, Pa. 

Frigidaire Div., General Motors Sales 
Corp., Dayton, Ohio 

Gale Products Div. of Outboard Marine 
& Mfg. Co., Galesburg, Til. 

yeneral Elec. Co., Bloomfield, N. J. 

General Refrigeration Corp., Beloit, Wis. 

Gennett & Sons, Richmond, Ind. 

Herrick Refrigerator Co., Waterloo, Iowa 

Holcomb &.Hoke Mfg. Co., Indianapolis, 
ind. : 

Icemaster Co., Haverhill, Mass. 

Jewett Refrigerator Co., Buffalo, N. Y. 

Kelvinator Div., Nash-Kelvinator Corp,, 
Detroit, Mich. 

Koch Refrigerator Co,, North Kansas City, 
Mo. 


Mfg, Co., Chicago, 


a) 


Description Manufacturer 


REFRIGERATORS, COMMERCIAL (Continued) 


Type or Purpose Compressor 
j Equipped 
Ice cream & cold storage No * Kold-Hold Mfg. Co., Lansing, Mich. 
cabinets 
Farm walk-in cooler (Cold storage Low Temperature Equipment Co., 
& sharp freeze unit) Kansas City, Mo. 


Marinette Showcase Co., Marinette, Wis. 
. i. S. Matthews Inc., Spokane, Wash. 
Meat display cases No ‘McCray Refrigerator Sales Corp., 
. Kendallville, Ind. 
Merchant & Evans Co., Philadelphia, Pa. 


Yes Mills Novelty Co., Chicago Ill. 
Complete line of reach-in and walk-in International Harvester Co., Chicago, 
coolers, with or without compressors via 
O'Keefe & Herritt Co., Los Angeles, 
CaLiT, 
Quillen Bros. Refrigerator Co., 
Indianapolis, Ind. 
So. Products Co.) Lime, Ohio 
Beverage cooler | Unifilow Mfg. Co., Erie, Pa. 
Wet & dry beverage coolers Yictor Products Corp., Hagerstown, Md. 
Cosplete line of reach-in refrisera- westinghouse Elec. & Mfg. Co., Mansfield, 
tors, display cases and beverage Ohio 
coolers 
ha Noes" O-Matic Heating Corp., 


Reach-in coolers Yes ie 


Chicago, a 
Reach-in coolers Yes york Tee Machinery Corp., York, Pa. 


REFRIGERATORS, S, WE ET AND DRY 
"167-247 bottles “plus < dry iry food s storage The Brunswick-Balke-Collender Co., 
Chiceaeo; - Tay, 
ist Icemaster Co., Haverhill, Mass 
166-270 bottles plus dry food storage Portable. Lievetor Mie. Con, 
Bloomington, Ta 
Se & S. Products Co.; Lima, Ohio 


SANDERS, BELT AND DISK 
width Diameter H. He 2.) Type or! “Mover 


ins. Of Dise Drive quip. 
Ins. tae 
American Floor Surfecing Machine Co., 
Toledo, Qhio 
Americsn Power Tool Corp., New York, 
Ne Woe 
6 2-10 1/35-% © Belt No Boice Crane Co., Toledo, Ohio 
7-9 Direct Yes Black & Decker Mfe. Go, , Towson, Md. 


Buckeye Portable fool Co.,° Dayton, Ohio 


, 


Description 


SANDERS, BELT AND DISK (Continued ) 
Type of Motor 


Width Diemeter H. P. 


Ins. of Disc Drive Equipe 
ins. 
TeJ Direct -* Yes 
7-9. Direct Yes 

4 A selon Direct Yes 

Gea ibe S 

6 ey 8) Dir&Blt Yes&No 
10 LS Dir&Blt No 

s 7-9 aol Flexible Yes 
shaft 
7 Direct Yes 
7-9 Direct yes 
7-9 Direct Yes 


? (Reciprocating type, also 
portable types) 


7/8 Direct(Portable) 
Not given e-1$ Direct Yes 
Portable drum type 3/4 H.P. Yes 
See 4a ee? (Portable) Yes 

Og  1/6-10 BWlexibie Yes 

Shaft 

Dise type 

Ane. LO, 0. /345 Belt Yes 


44 portable & 1/3 
bench .10 


Dir&Blt. Yes&No 


Manufacturer 


Chicago Pneumatic Tool Co., New YOurr; 
MAR. 

Cincinnati Elec. Tool Co.,...:: 
Cincinnati, Ohio 

Clarke Sanding Machine Co., Muskegon, 
Michigan 


Dir&eBlt. Yes & No Delta Mfg. Co., Milweukee, Wis. 


Double A Products Co., Inc., Ann 
Arbor, Mich. 

Duro Metal Products Co., Chicago, Ill. 

General Elec. Co., Bridgeport, Conn, 

Heston &-Anderson, Fairfield, l[owa 

Lincoln-Schlueter Flour-Machinery C0., 
ino, Guidago, Til. ; 

Mala Tooluts., Chicago, Lit, 


Millers Falls Co., Greenfield, Mass. 
Milwaukee Elec..Tool Co., Milwaukee, 
Wis. 


The Nedeo Co., Waltham, Mass. 


Paramount Products Co., New York, 
es ae 


Porter-Cable Machine Co., Syracuse, 
aed 


Standard Elec. Tool Co., Cincinnati, 
Ohio 

Stanley Elec. Tool Div., New Britain, 
conn. 

Stow Mfg. Co.,;, Inc., Binghamton, N. Y. 


Swartz & White Mfg. Co., Binghamton, 
N.Y. 

Syntron Co., Homer City, "a. 

The. SG. Plec. "Tool Cos; Cincinnati, 
Ohio 

Walker Turner Co., Plainfield, N. J. 

Yates-American Machine Co., Beloit, 
WiS. 


Description Manufacturer 
SAWS, BAND 
Type Of io Pe ‘Motor  Maxciamumn Material 
Drive Equip. Cavacity 
Ins. 
Belt 5 Yes 75 Wood Boice-Crane Co., Toledo, Ohio 
Belt 2-2 No 6-1L2= Wood&Metal Delta Mfg. Co., Milwaukee, Wis. 
Belt 4 No gt 16; Wood&éMetal Duro-Metal Products Co., Chicago, Ill. 
Belt i. No Se Wood Heston & Anderson, Fairfield, Iowa . 
Belt = Yes 14 Wood Messinger Mfg. Co., Tatamy, Pa. 
Belt $-$ No 10-16 Wood&Metal Walker-Turner Co., Inc., Plainfield, 
beled s i 
Dir&Blt. 1/3-3 OnzDirect 8-12 Wood .Yates-American Machine Co., Beloit, 
Wis. 
SAWS, BENCH 
Ey POWs Le worer Massie 
Drive . Equip. Capecity 
meee : ins. 
Belt 4 Yes iy Roice Crane Co., Toledo, Ohio 
Belt mole Yassva, 9% Hts Delta Mfg. Cv., Milwaukee, Wis. 
Belt 1/3-3 No 23/8 Metal Products Co., Chicago, Ill. 
“a | ae Go., Cleveland, Ohio 
Belt S No Bios Anderson, Fairfield, Iowa 
Belt ie Yes Messinger Mfg. Co.; Batamy, Pa. 
S & B Mfg. Co.; Chicago, T11; 
Belt 1/3-1) No. 2 1/8- Walker-Turner Ine), (Plainfield, N. J. 
Belt qs Nc Qs Yates-American Machine Co., Beloit, 
Wis. 
Saws, JIG 
DOO OT. it § He. Pe. Motor Capacity Material 
Drive Equip. [ns. 
Belt 1/3 Yes-No 24 food & Metal Boice-Crane Co., Toledo, Ohio 
Balt = Yes-No 24 Wood & Metal Delta Mfe. Co., Milwaukee, Wis. 
Belt 1/3-4 N 50 YJood & Metal DureMetal Products Co., Bhicee fed ae 
Belt = No 28 food Heston & Anderson, Fairfield, ene 
Belt & 4-1/3 On direct.24 Wood & Metal Walker-Turner Co., Ince, Plainfield. 
Direct é i td, < 
Rely Lie No ae Wood Yates-American Machine Co., Beloit, 
Wis. 
AWS, WOOD . 
Saw frames to take up to 36" saws Buller Coupler Co., hillsboro, Kan. 
Circular saws Curtis Mfg. Co., St. Louis, Mo, 
Saw frames, tilting tables, balance Dellinger Mfg. Co., Lancaster, Pa. 
wheels to take up to 30" saws A 
Saw frames, tiltine tables, belance Fairbanks-Morse & Co., Carcaco.,. ile 
wheels to take up to 32" saws 
Saw mills-log type Frick Co., Waynesboro, Pa. 
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Description 


SAWS, WOOD (Continued) 
Saw frames, tilting tables, balance 
wheels to take up to 32" saws 
Saw frames, tilting tables, balance 
“wheels to take’ up to 30" saws. Also 
saw ee 


‘SAWS, PORTABLE HAN HAND 


Type of Waximun 
Drive ° ‘ $CapacLly 
Direct gear 1 3/8-3°1/8 
Direet gear eA B-4k 545 
Direet gear SaaS 


1 / BeBe es 
1 7/8=-4 5/8 


Direct gear 
Direct gear 


Direct gear 1 3/426 5/3 
Direct gear 1 7/8-6 
Direct gear 23-4 3/4 
Direct gear 1 7/8-4 5/8 


SEMI-SC/LDERS; POULTRY 


Capacity Wattage noe 

Gal. 

24 & 50 1500-3000 110-220 

20-60 Ae 110-220 

SHAPERS 

“Type of H. Pe Motor Type 

Drive Equip. | 

Belt. .vid=2 Yes & No Floor 

Belt 5-1 Yes & No Bench & Floor 
Direct . 3/4 Yes Floor 

Belt 1 / Se: No >. Bench & Floor 
Belt 3 Yes Combinetion 

S uteres raat inachine 
Direct «i3/S °. "Yes Portable 

Belt 
Belt 1/S4% Yes Bench & Fleor 


Manufacturer 


Galloway Co., Inc., Waterloo, lowa 


Meadow Mills Corpe, North Wilkesboro,. 
N. Ce 


Messinger Mfg. Co., Tatamy, Pa. 
Yates-American Machine Co., Beloit, Wis. 


Black & Decker Mfg. Co., Towson, Md. 

Mall Tool-Co.,, Chicago, Lil. 

Millers Falls Co., Greenfield, Mass. 

Porter-Cable Machine Co., Syracuse, N.Y. 

Skitcaw, Inc., Chicago, Ili. 

Speedway Wier CG..5. GiCeronw Lis, 

Stanley Elec. Tool,Div., New Britain, 
Conn. 

Syntron.Co., Homer City, Pa 


e 
he Ue S. bleé, Tool Co., Cincinnata. 
Ohio 
Yates-American Machine Co., Beloit, Wis. 


Avothecaries Hall Co., Waterbury, Conn. 
Ble sctric Farm Equipment Co., 
Auburnds cd le 9 Ma SS Pe 


Boice Crane Co., Toledo, Ohio 

Delta Mfg. Co., Milwaukee, Wis. 
Duro-Metal Products Co., Chicago, [I1l. 
Heston & Anderson, Fairfield, Iowa 
Vessinger Mfge..Co., Tatamy, Pa, 


Stanley Elec. Tool. Dives New ‘Britain, 
Conn, 


Direct & 1/3-3/4 On direct Bench & Sloor Wal ker-Turner Co., Inc.; Plainfield, 


N e rif e 
Yates-American Machine Co., Beloit, Wis. 


Des cripunoms 


SIRENS 


‘Sirens & horns for alarms and signals 


ete.,for alarms 


SOIL HEATING CABLE 


External Wattage Length ‘Transforme 
Cover Ft. ‘Assembly 
Lead 400 60 Yes 
Lead 400 60 No 
Non-metallie 200. 60 No 
Lead gece Ota, GO No 
Lead 800 a 2L20 o( 250eves | 
SPRAY: YERS RS 
Capacity H, H. Pe Canacity Type of 
Gals. Gel/min, Agitator 
30-200 $1 op~ 5s Propeller 
Paint sprayers 
Paint sprayers 
Con gr5/4 13-3 Propeller 
Small portable insecticide sprayers 
Small insect exterminator 
:-1-10 .5-25 (Stationary) 
‘ - zs 
12-25 4-2 
Paint sprayers. 
Paint sprayers 


ifenufecturer 


See 


oe f 


Auth Bléc,, Specialty Co., New York, N. Y. 
»AUtocall.co., Shelby; Ohio 

Benjamin Elec, life. COSMmDesae teins, Ills 
E.°D. Bullard Co., San‘Francisco, Calif. 
Kdwards & Co., Inc., Nouwaliomegonn . 
Federal Elee. Co.) Chicagon iit.) 

Je Ne Hedberg, San Jose, Calif. 


Holtzer-Cabot lec. Co.,: Boston, Mass. 
Partrick & Wilkins CO., Philadelphia, Pa, 


Safety First Supply Co., Pittsburgh, Pa. 

Schwarze Elec. Co., Adrian, Mich. 

Signal Eng. & Mfg. Co., New York, N. Y. 

Sireno Co.; Staten Island, Noy. 

Stanley & Patterson, New York, N. Y. 

oterling ®iren Fire Alarmico.-a 
Rochester, N. Y. 

American Steel & Wire Co., Worchester, 
Nass Bo 

Collyer Insulated Wire Co., Pawtucket, 
Pisa 


General Cable Corp., New York, N. Y. 
General Elec. Co., Schenectady, N. Y. 
Hewitt Elec. & Mfg. Co., Sonmersville, 
Mass. it 
L. N. Roberson:co., 
Rockbestos Products 


seattle, Wash. 
Co., New Haven, Conn. 


John Bean Mfg. Co., Lansing, Ohio 
Binks Mfg. Co., Chicagé, Ill. 

W. R. Brown Corp., Chicago, Ill. 
Deming Co., Salem, Ohio 

The De Vilbiss Co., Toledo, Ohio 
RLlectric Sprayit Co., Sheboygan, Wis. 
FielawPorce PumpyCo,, Bimiras ene. 
Kaz Mfg. CO., Inc., New York, N, Y. 
The ¥. EH. Myers & Bro., Coy, “Ashland , 


Ohio 
National Elec,@766]l Goes Chicaromel il. 
QO. K. Machine Co., Ine., Fort Wayne, Ind. 


Rocklin Mfg. Co., Sioux City, Iowa 


oO 


Description 


STERILIZERS, DAIRY 


Type Capacity Wattage 
7 


Combination Washer & Sterilizer’. 
Boiler separate, 150-600 botties/hr. 
. Washers & sterilizer for cans and 
bottles, boiler separate. 


Cabinet 2-36 cases 1000-4500 


Washer or combination washer & 
Sterilizer 
Steam accumulator 34-75 gal. 1000-1500 


Cabinet 4-36 cases 1000-4800 
2-9 cans 
Cabinet 2-6 cans 


Steam accumulator 40-80 gal.1500-5000 


INSEG? KILLERS 
Electrocuting screens and traps 
Electrocuting fly traps 


Hlectrocuting panels, screens & traps: 
Electrocuting panels, screens,. lights: 
Electrocuting panels, screens, lights 
Blectrocuting light, fits any socket 


Electrocuting light, traps, boxes 
Fly and insect electrocutors 

Fly and insect electrocutors 

_ Light trap 

Electrocuting panels, traps, lanterns 


Light traps 


STOKERS, COAL 


Type Lb. /hr. Boiler Motor. Sq.ft. 


Capacuty, «H,P.s HP. Tnstalled 
, Radiation 
Steam Water 
domestic 
commercial 
industrial 
small industrial 


Dom indicates 
' Com indicates 
Ind indicates: 
S-I indicates 


Note: 


1/6-% S700-3850 

W1120-6200 
$5280-35000 
W84.00-56300 


Dom 10-160 5-27) 


Com 51-1000 38-240 1-10 


Manufacturer 


Beverage Eng. & Equipment Corp., 
Cleveland, Ohio 
Cherry~Burrell Corp., Chicago, Ill. 


The Creamery Package Mfg. Co., Chicago, 
Til. 

Electric Farm Equipment Co., 
Auburndale, Mass, 

Esco Cabinet Co., West Chester, Pa, 

Losée Products Co., Hebron, Ill. 

Strauss Elec. Appliance Co., Waukesha, 
Wis. 

Thermador Elec. Mfg. Co., Los Angeles 
Calif. 

Victor Products Corp., Hagerstown, Md. 


Wellman Bros. Modesto, Calif. 
Wessix Elec, Heater Co., San Francisco, 
Calif. 


Mfa, Co., Quincy, Ill. 
One-Wire Fence Co., Whitewater, 


Brower 
Coburn 
Wis, 
Detjien Corp., New York, N. Y. 
Folmer Flectracide Co., Rochester, N, Y. 
Frost Elec. Screen €o,, Spokane, Wash. 
Jackman & Co., Inc., Mt.: Vernon,.N.. Y. 
Jiffy Elec. Co.,. Hazel: Park, Mich. 
Lyon Rural Elec. Co., San Diego, Calif. 
Makomb Steel Products Co., Macomb, Ill. 
Middlebury Elec. Clock Co., Macomb, Ill. 
The Miller Co., Meriden, Conn. 


National Elec. Screen Corp., Chicago, Ill 


Reynolds Elec. Co., Chicago, Ill. 
Sauer Bros., San Leandro, Calif. 
Tower Mfg. Corp., Boston, Mass. 


Anchor Stove & Range Co., New Albany, Ind. 


Sey 


OREN 


STOKE ERS, COAL (Continued) 


Type 
Capacity 

Dom 

Dom 

Dorn 

Dom 8-750 
Dom 18-150 
Don 

‘Dom 7-60 

Dom 20-40 


Dom 7-35 


Dom & 8-1600 
Com 


eae 


dake 


Bod. Lex 
Dieu tes 


or aCiay Lots 

_P. installed 
‘Radiation 
Steam Water 


Mot 
He 


¥-1/3 

1/6-5 53500-15000 

; W750-£2500 

1/6-3/4S8780-3360 
W1270-5400 


1/5-1/3S550-1575 
W-880-2620 


1/6=1/3 . 


SL200-48000 


1/5317/2 


3800-2400 
W1100-3200 


“Kirby Mfg. 


National SLOkeYe COs thes St. Louis, 
=) > 


, Ine.,, Auburn, Ind. 

Bluffton Mfg. Co., Findlay, Ohio 

Borg-Warner Corp., Norge Div., Detroit, 
Mich. . 

Brownell Go., Dayton, Ohio . ; 

Butler Mfg. Co., Kansas City, Mo. 

Conco Corp., Mendota, Ill. , 


Auburn Foundry 


Cotta Transmission Corp., Rockford, Ill. 


‘Delco-Fricidsaire Conditioning COrpe, 


Dayton, Ohio 
Raddy Stoker Corp., 
Electric Equipment Co., Chicago, Iii. 
BPeirbanks = Morse & Ore ; Indiana polis ’ 


LG rely, 


fps terig Iron & Steel ce ‘Frederick, 
Md. 

Furnstove, Inc., Indianapolis, Ind. 

General Stokers, In¢., Philadelphia, Pa. 

a ee ton Sebold tories Stoker Corp., 


Holeomb & Hoke ite. Co., Indianapolis, 
Ings 

Holland Furnace Co., Holland, Mich. 

Illinois Iron & Bolt COs, Caius ELD 

Tron Fireman Mfg. Co., Cleveland, Ohio 

Co., Decatur, Ili. 

Kol-Master Corp., Oreg PORT Las 


Link Belt Co., Ciicaso, Ti). 

Meier Elec. & Machine Co., Indianapolis, 
Ind. cae C9 RE hg 

Micro-Wlestco, Inc., Bettendorf, Iowa 

Muncie Gear Works, Mu UnGte. TL. ? 

Nash-Kelvinator Sorat Detroit, Mich. 

Mo. 

Sry esis Noyes Oias Greenfield, Mass, 

Peerless Mie. Cone Louisville. Ky. 

Plymouth Industries, Ine., Plymouth, Ind. 


Bla po 


Description 


STOKERS, COAL (Continued) 


Type Lb./hr. Boiler Motor Sq. ft. 
Capacity H. P, Hs P. Installed 
Radiation 


: Steam Water 
Dom & 8-500 


4-100 1/6-3 8500-10000 
Ind W750-15000 
Bom &-S 
Bom. 25-800, To,"230 1/62 
Com & Ind 
Dom & 15-600 6-120 1/5-3 $800-16200 


= pall W1290-25800 
THERMOSTATS, BROODER 

Capacity Voltage 

Watts 

Wafer type snep action 


Wafer type 
Wafer type snap action 


350-1250 LLG 
1500 TOPOL ace 
550 LO 
1100 110 


Wafer type 
1200 wafer: type 


THERMOSTATS, SOIL 
Immersion bulb, snap action switch 


Immersion bulb, snap action switch 
Immersion bulb, snap action switch 


Manufacturer 


Schwab Safe Co., Lafayette, Ind. 


Schwitzer-Cummins Co., Indianapolis, 
ind. 

Shepard Elevator Co,, Inc., Cincinnati, 
Ohio 

Sinker-Davis Co., Indianapolis, Ind. 

Steel Products Ing. Co.; Springtield, 
Ohio 

The Stokermatic Co., Salt Lake City, 
Utah. 

Whiting Corp., Harvey, Ill. 


Will-Burt Co., Orville, Ohio. 


American Elec. Incubator Co., New 
Prunswick, N.-J% 

Anderson Box Co., Indianapolis, Ind. 

prower tig, CO., Quincy, —ais 

Cyclone Mfe. Co., Urbana, Ind, 

Hart Mfe. Co., Hartford, Conn, 

James Mfg. Co., Ft. Atkinson, Wis, 

Lyon Rural Hlec. Co., San Diego, 
Sa ill iar 

National Elec. 
Ohio 

Oakes Mig. Co., Tipton, Ind. 

Reliable Incubator & Brooder Co., 
Quiney, Ill. 

Hy Me Sheer Gov, Quincy, Tike 

St. Helens Mfg. Co., Centralia, Wash. 


Appliance Co., Cleveland, 


Julien P. Friez & Sons, Inc., Baltimore, 
Md. 

General Elec. Co., Schenectady, N. Y. 

Penn Elec. Switch Co., Goshen, Ind, 

Raneo, ines, Columbus, Onie 

L. N. Roberson, Co., Seattle, Wash. 


Bhs ae 


Description 


TIME SWITCHES 
Purpose No. of Ampere 
Poles Ranged 
Refrigerating defrosting 


De 2 10-90" 
General 50) 


Poultry lighting dimmer & time switch 
Poultry lighting dimmerl & 2 12 
and control 
1&2 4-600 


Stoker time relay gu 
Stokers, etc. ieee te 
Combination time switchl & 2 20 


and watthour meter 
Poultry lighting control 10-30 
and dimmer 
Poultry lighting control 1&2 15-31 
and dimmer 
General 1&2 15-86 
Interval timing devices . 
Temperature Low voltage relays 


General. AER. Ronn 8) es) 
General fnew Tae NS 
_ General ae e 1&2 10-150 
Poultry lighting 1600-3300 watt 
Stoker 1 & 2 8-ho 
‘General de 2 Oe SO 
General ~~ 5-20 
General elie 5-100 
Household ie 
General 1-4. 15-100 
General 1&2 5-20 
General de eee 40 
General oe QucwiE30 


VEGETABLE TYING MACHINES 
1200 bunches per hour capacity 


Manufacturer 


Albert & J. M, Anderson Mfg. Co., Boston, 
Mass. . 

Automatic Elec. Mfg. Co., Mankato, Minn. 

Automatic Temperature Control Co., 
Philadelphia, Pa. 

E. D. Bacon, Cleveland, Ohio 

Brower Mig, Cos, Quiney, 2. 


R. W. Cramer & Co., Inc., Centerbrook, 
Conn. 

Detroit Lubricator Co., Detroit, Mich. 

Fowler Mfg. Co., Portland, Ore. 

General Elec. Co., Schenectady, N. Y. 


Iyon Rural Elec. Co., SaniDiego, Calif. 
Makomb Steel Products Co., Macomb, Ill. 


Master Elec. Co., Dayton, Ohio 

Measured Time, LaPorte, Ind. 

The Mercoid Corp., Chicago,--Tll. 
Northwestern Clock Co., Omaha, Nebr. 
Outdoor Lighting Corp., Jersey City, N. J. 
Paragon Elec. Co., Chicago, Ill. 


Penn Elec. Co., Goshen, Ind. 
Reliance Automatic Lighting Co., Racine, 
Wis. 
M. H. Rhodes, ne. Harerora, toma, 
Sangamo Elec. Co., Springfield, Ill. 
The Swartzbaugh Mfg. Co., Toledo, Ohio 
The Tork Clock Co., Inc., Mt. Vernon, 
ie oe 
Walser Automatic Timer Co., New York, 
ae 
Ward Leonard Elec. Co., Mt. Vernon, N. Y.? 
Wesix Elec. Heater Co., San Francisco, 
Calit. ; 
Westinghouse Elec. & Mfg. Co., Mansfield, ‘ 
Ohio 


Zenith Hlec. Co., Chicago, Ill, 


Felins Tying Machine Co., Milwaukee, Wis. 


Description 


WASHERS, BOTTLE 


No. of Type of Motor Heer. 
Brushes Drive Equip. 
1,2 & 3. Belt Yes & No #-1 
Pees Yes & No 

Also soaker type with motor 
oh Direct Yes a 
i! Direct’ Yes 


WASHERS iS, FRUIT 
Float and Gicerorusy flood type 
Float Type 60-300 bu/hr. 
Spray type washer 


WASHERS, VEGETABI 


The 


Manufacturer 


Beverage Engineering & Equipment. Co., 
Cleveland, Ohio 

Cherry-burrel! Corp’; Chicago; lim 

Creamery Package Mfg. Co., Chicago, 
dees 

Esco Cabinet.Co., West Chester, Pa. 

Jalco Motor Co., Union City, Ind. 

Manning Mfg. Co., Rutland,: Vt. 


John Bean Mfg. Co., Lansing, Mich. 
Cutler Mirai eCo., Portiands. Ores 
Mathews Conveyor Co.,Ellwood City, Pa. 


Capacity oon iypes 
ei 
Boggs Mfg. Corp., Atlanta, N. Y. 
100-300 sacks/hr. 5 Brush Cutler Mfg. Co., Portland, Ore. 
5-1SGPM 13-5 spray Deming Co., Salem, “Ohio 
1800 bunches/hr. = Brush Felins Tying Machine Co ., Milwaukee, Wis. 
. Spray Mathews Conveyor Co..,Ellwood City, Pa. 
{GPM eS Spray The F,. E. Myers & Bro, Co., Ashland, Ohio 
Brush Pioneer Mfg. Co., West Allis, Wis. 
WATER PRESSURE SYSTEMS 
Uype" (ait. oa. P Type of Capacity 
: Drive Gai/hr. 
Note: Cyl indicates cylinder Sh indicates shallow 
Tur indicates turbine Dp indicates deep 
Cen indicates centrifugal 


R V indicates rotary vane 


Cyl Shallow 1/6-1/3 Belt | 250-500 
Cyl Deep 4-3 Belt 170-4950 
Tur Shallow ¥73/4 Direct 300-1000 
Cyl Deep ra Belt 110-430 
Tur Shallow j- Direct 325-2400 
Cyl Deep 1/3-3/4 Belt 163-660 
Tur Deep $75 Direct . 200-6000 
Tur Shallow {- Direct 325-1200 
Cyl Deep 1/3-1 Belt 200-550 


Aermotor Co,,. Chicago, -I11. 

ie pe aa Pumps, Inc., Battle Creek, 
1 Mi ch, 

Aurora Pump Co., Aurora, nae 

Baker Mfg. Co., Evansville, Wis. 

Berkeley Pump Corp., Berkeley, Calif. 

Buckeye Pump & Mfg. Co., Columbus, Ohio 

Caldwell. Co.,; Inc., Louisville, Ky. 

Challenge Co., Batavia, I11. 


Chicago Pump Co., Chicago, Jll. 


Description = — 


WATER PRESSURE SYSTEMS (Continued) 
Type of Capacity 


ype Ling 


Cyl 
Cyl 
Cyl 


Cyl 
Cyl 
Cen 
Tur 


Shallow 
Deep 
Sh & Dp 


Shallow 
Deep 
Shallow 
Shallow 
Deen 
Shallow 


Shallow 
Deep... 
Shallow 
Deep 


Shallow 
Deep 
Shallow 
Deep 
Shallow 
Deep 
Shallow 
Deep 


| Shallow 


Deep 
Shallow 
Deep 
Deep 


Shallow 
Deep 
Deep - 


Shallow 


Shallow 
Deep ~~: 
Shallow 


Shallow 
Deep 
Shallow 


De. 


VOT CN 
1 
Rn 


hel 


Sp ear een pee 

SS 
1) ; 
t 


i 
i 


= 


Manufacturer 


Ae D, Cock, Inc., Lawrenceburg, Ind. 


Crane Co., Chicago, Ill. 
Dayton Pump & Mfg. Co., Dayton, Ohio 


Decatur Pump Co., Decatur, Ill. 
i 


Delco Appliance Div., General Motors Sales 
Corp., Rochester,-N. Y. 
Dempster Mill Mfg. Co., Beatricé, Nebr. 


Deming Co., Salem, Ohio 


Duro Co., Dayton, Ohio 
Everite Pump & Mfg. Co., Lancaster, Pa. 


Tairbanks-Morse & Co., Chicago, Ill. 


Flint * “Walling Mfg. Co., Kendallville, 
Shatehe 

Fort Wayne Eng, & Mfg. Co., Fort Wayne, 
Ind, 

Galloway Co., Inc., Waterloo, Iowa 

Gould: Pumps, Inc,, Seneca Falls, N, Y. 


Heil Co., Milwaukee, Wis, 


Heller-Aller Co., Napoleon, Ohio 

Homelite Corp., Port Chester, N. Y. 

<ewanee Private Utilities Co., Kewanee, 
Ls 


Dir&B1t,300-GO000GPM Layne & Bowler .Corp., Los Angeles, 


Drive Gal/hr. 
V-Belt 265-600 
V-Belt 100-2700 
V-Belt .250-1000 
V-Belt 250-1200 
V-Belt 115-1200 
Direct 240-550 
Direct 360-1700 
Beit 200-975 
Belt 225-600 
Belt 250-750 
Belt 200-1875 
Belt 250-1.800 
Belt 190-3635 
Belt 250-14.50'" 
Belt 240-1000 
Belt 225-1000 
Belt 160-3016 
Belt 225-1200 
Belt To 4636 
Belt 150-1500 
Belt 120-1950 
Belt 250-4000 
Belt 115=5490 
Belt 250-1000 
Belt 190-1165 
Beltewgolsgr5 7s. 
Belt 225-2000 
Belt 80-1325 
Belt 350 
Belt“: 250-1000 
Belt 190-1350 
Gear 

' YBelt 265-200 

' Belt 160-1875 
Direct 275-3000 


wece late 
Lerio Patent Cup:Co., Mobile, Ala, 
Luitwieler Corp., Rochester, N. Y. : 


Mast, Foos & Co,, Springfield, Ohio — 


McCullough Mfs. Co., Minneapolis, Minn, 
i. Y. McDonald Mfg. Co., Dubuque, Iowa 
McKays Co,, St. Paul, Minn, 


Micro-Westco, Inc., Bettendorf, Iowa 
Monarch Engineering Co., Dayton, Ohio 


Description 


WATER PRESSURE SYSTEMS (Continued) 


Type Litt 


Cyl 
Cyl 
Cyl 


ne Ps 


Shallow 
Deep 


Cyt 
Cyl 
Cyl 
Ray. 
Tur : 
Cyl Shallow + 
Cyl L/! 
Cyl Shallow + 
Gear Shallow =, 4: 
Cyl Deep - 
Cyl Shallow $+ 
Cyl Deep & Shallow 
Cyl Deep 
Cyl. Deep 1/6-3 
Cen Shallow 


Deep 
Shallow 
Shallow 1/6-4 
Shallow 3- 


Cyl Dp & Sh 1/6-3/4 


WHLDERS 
Amperes 


Multiple operator type welders 


Shallow 1/6-1/% 


Type of 
Drive 
Belt 
Belt 
Belt 


Belt 
Belt 
Belt 
Belts. 
Direct 


Belt 


Belt 
Direct 
Direct 
Belt 
Belt 
Belt 
Belt 
Dir&Blt. 
Direct 


V-Belt 


Capacity 
Gal/hr. 
250-2650 


~- 180-1800 


222-3 


190-430 
250-00 
250-300 
500-2500 
220-315 
125-500 
250-450 
250 

250, 500 
120-900 
60~3800 


The F. E. Myers & Bro. Co., Ashland, 
Ohio 

National Water Lift Co., Kalamazoo, 
Mich. 

Nelson Bros.. Co., Saginaw,.Mich, 


Peter's Pump Co., Kewanee, Il, 
Pine-Ihrig Machine Co., Oshkosh, Wis. 
Pomona Pump Co., Pomona, Calif. 

Red Jacket Mfg. Co., Davenport, Lowa 
The Geo. J. Roberts.Co., Dayton, Ohio 
Geo. D. Roper Corp., Rockford, Ill. 


Rumsey Pump Corp., Seneca Falls, Ne Se 


Shetler-Calkins Co., Clio, Mich. 

Spence Eng. Co., Inc., Walden, N. ¥Y. 

Sta-Rite Products, Inc., Delavan, Wis. 

Sterling Pump Co., Hamilton, Ohio 

Trupar Mfg. Co., Dayton, Ohio 

Uniflow Mfg. Co., Erie, Pa. 

Westinghouse Elec, & Mfg. Co., 
Pittsburgh,. Pa. . 

Worthington Pump & Machinery Corp., 
Harrison, N. J. 


Allan Mfg. & Welding Co., Buffaloy N. 

American Coach & Body Co., Cleveland, 
Ohio 

Burke Elec. Co., Hrie, Pa. 

California Corrugated Culvert Co., 
Berkeley, Calif. 

Risler Engineering Co., Newark, N. J. 

Hlectric Arc Cutting & Welding Co., 
Newark, N, d. 

Electric Heat Control Co., Cleveland, 
Ohio 

Electric Products Co., Cleveland, Ohio 

Electric Welding Machine Co., St. Louis, 
Mo, 

Emerson Elec. Mfg. Co., Inc., Detroit, 
Mich. 
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Description 
WELDERS (Continued) 


Amperes 
160-250 Portable A.C. type 


40-400 Non-portable, single or 
multiple operated 
150-600 Single operated, motor driven 


Spot welder 74-10 Kw. 
20-250 A.C. type’ 


10-300 


Resistance welding machines 


200-2000 A.C. & D.C. types 


200-400 A.C. & D. Cy Portable & 
stationary 


Manufacturer 


Ergolyte Mfg. Co., Philadelphia, Pa. 

Franklin Transformer Mfg. Co., 
Minneapolis, Minn, 

Giant Grip Mfg. Co., Oshkosh, Wis. 

General Elec, Co., Schenectady, N. Y. 

Harnischfeger Corp., Milwaukee, Wis. 


Yer 
——— » 


Hollup Corp., Chicago, Ill. 

Ideal Elec. & Mfg. Co., Mansfield, Ohio 

Ideal Mfg. Co., Des Moines, Iowa 

K, 0. Lee & Sons Co., Aberdeen, S. D. 

Lincoin Elec. Co., Cleveland, Ohio 

Miller Elec. Mfg. Co., Inc., Appleton, 
Wis. 

Ohio Brass Co., Mansfield, Ohio 

Owen-Dyneto Corp., Syracuse, N. Y. 

mon Elec, Mfg. Co., Fayetteville, N, C. 


‘Thomson-Gibbs Elec, Welding Co., Lynn, 


Mass. 
Universal Power Corp., Cleveland, Ohio 
Westinghouse Elec, & Mfg. Co., Mansfield, 
aio 
Wilson Welder & Metals Co., New York, 


Nuo te 
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